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January 14, 1960 


" -r. James H. Galo 
Federal Bureau of Investigation 
V.ar hington, D. C. 


Dear vJr. Gale: 


1 want to taka this opportunity to coni mend, 
through you, the agents of the ivarhington Field Office 
who participated in the investigation of the Unlawful 
Flight to Avoid Prosecution -Kidnaping ease involving 


The prompt apprehension of | | ia the 

New York Division can be attributed in a large measure 
to the work these men did in handling the vari ous phases 

of the investigation which led to the location of] 

I know of the thoroughness and skill manifested in this 
operation and of the dispatch with which these agents 
handled their duties and I want you to thank each one who 
assisted. n 


Sincerely yours. 


1 - SAC, WFO (Personal Attention^ * 

Place a copy of this letter iSfctHfe files of the participating 
agents other than those individually coj^^dndedP* 

l/^j~HWC 
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January 4, I960 
PERSONAL ATTENTION 


Mr. James II. Gale 
federal Bureau of Investigation 
Washington, Q. C. 

Bear vir. Gale: 


I have just finished reviewing the results of the recent 
inspection of the Washington, f ield Office, and, based on the Inspector’s 
findings, the various operations oi the office are being rated as follows: 
physical condition and maintenance and administrative operations - good; 
investigative operations and contacts - very good; personnel matters - 
fair. 

It was good to note that recent renovations have improved the 
appearance of your space. The housekeeping delinquencies called to 
your attention by the Inspector and the suggestions for rearrangement of 
your space must be immediately handled. You must continue to place 
strong emphasis on maintaining: your office in a neat and businesslike 
condition. 


I was concerned to learn that the brake stop light switch on 
one of your automobiles was malfunctioning. Although this deterioration 
in the switch’s operation could have occurred after the car was last used 
and inspected, it is incumbent upon you to assure, through proper 
inspection procedures and by indoctrination of employees servicing and 
using automobiles, that your automobiles are in a safe operating condition 
at all times. This cannot be overemphasised and I will not tolerate 
any dereliction along this line. 


- Personnel file of Mr. James H.' feale , , 

-Mr. Mohr (Attention: Mr. vV. 3. Tavel) (with enclosure) (sent ®e^jatdy) 

PDsajw NOTE: Eased on memo D. J. ^ ’ 

) re: "Inspection - WFO, Inspector John F. Desmond, 11/30/ 5 J 

12/16/59" JFffcsiw. 
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Mr. James B. Gale 


I have noted particularly that the cost to operate your 
automobiles is considerably higher than the general field average. 

UMle this may be due in part to factors beyond your control, I must 
insist that &U possible economy be exercised in automobile expenditures 
consistent with the need to maintain this equipment in a serviceable 
and safe condition. 

'fhe five substantive errors noted point up the need for 
increased indoctrination of personnel through strict and tight supervision, 
btibst&ndvc errors should not occur, and you must frafcfl the necessary 
steps to insure that errors of this type are eUminateu. 

*. bile your statistical accomplishments for the first five 

months of fiscal year IdCd shew an upward trend in most categories, 
the per cent drop in fines, savings and recoveries is alarming. You 
must, take immediate steps to rectify this most disappointing trend. 

I was pleased to learn that the bank robbery picture in your 
office is excellent. You must continue to develop sources and informants 
in bank robbery matters so as to be in a position to secure pertinent 
information regarding bank robberies when they happen, both in the 
district of Columbia and in this area. 

Although there has been a reduction in missed applicant 
deadlines, there are entirely too many of these instances. You must 
exert firmer pressure in order to reduce these instances to the barest 
minimum. 

ifour Criminal Informant Program has been rated very good. 

It can be improved, and you must closely follow the instructions of the 
Inspector regarding improvements in this most important program. 

I have noted your imbrmant coverage in espionage and foreign 
intelligence matters is very good. You must continue to follow this most 
important phase of die operations of your office to insure that your coverage 
is broadened and quality is maintained. ,»hile there has been an increase 
in domestic security informants, it is essential that you exert greater 
efforts to uevelop a live informant in the Communist Party and to broaden 
your informant coverage of the Nation of Islam. Ihese weaknesses 
must not be permitted to remain, and you must personally supervise 
efforts to remove them. 



4 


1 


Mr. dames if. Gale 


I have observed that you have had outstanding accomplish** 
meats in the espionage and foreign intelligence fields and that your 
security programs are intelligently and aggressively approached. You 
must not permit past successes to lull you into complacency, but you 
should strive for even greater accomplishments in this iield. 

The average number of cases closed per agent was slightly 
above the field average and the adjusted time in the office of agents was 
slightly below the iield average. You must strive to increase production 
of investigative personnel and ctetly follow time spent in the office to 
make certain that it is necessary and productive. The office is efficiently 
organised, but it ..ill be your responsibility to periodically analyze your 
investigative and supervisory n«,eds to insure utmost economy ol operations 
consistent, with maximum efficiency, 

The Inspector reported the Chief Clerk’s Office was operating 
smoothly and efficiently on an over-all oasis; however, the cooperation 
o£ all employees must be secured to reduce form errors to an absolute 
minimum. 

Thai stenographic production is lower than me general iiela 
average and the nomoer 01 pages x eiypcd is high are matters of concern 
to me. *VMle this may be cue to the Iar fe e number of new employees, 

I insist that you pursue assiduously die specific and detailed instructions 
iumishea to you by the Inspector in order to promptly correct this 
situation. 


v.hile the mathematical and procedural errors uetected in 
the agents *3 (locator) cards were low, you must stress the neeu for 
absolute accuracy in the execution of all registers. As insirucUu by the 
Inspector, overtime computations should be made by clerical employees 
and not agent personnel. 

1 was pleased to learn that your travel and per uiem costs for 
the past year have decreased and that there was a decrease in your 
communications costs. You must insure that the utmost in economy is 
practiced consistent with maximum efficiency. 


S - 




Mr. James ii. Gale 


It was very disturbing to learn that three of your most experienced 
agents have not been equitably sharing the overtime work lor a sustained 
period of time. Your failure to take cognizance of this situation is of 
concern to me. In the future, I shall expect you to insure that all agents 
have sufficient assignments which will require a truly equitable, productive 
sharing of the work load. If for any reason an agent does not or cannot 
comply with Bureau instructions in this respect for an extended period of 
time, you should advise the Bureau with full particulars together with 
whatever recommendations would seem appropriate. So long as any agent 
is rec'-ivin.v the benefits of overtime pay under the Fringe benefits provision, 
ft is your responsibility and that of your supervisory s’ ail io see that he 
participates fully in sharin'? the work load. Neither length of service nor 
the impracticable yardstick of any agent* s productivity can excuse Mm for 
Doing si^nHiuan'iy below the ofilce average or from sharia*; the variety of 
odd-hour assignments consistent with your knowledge of Ms qualifications. 
Make certain all your staff understand and are guided accordingly hereafter. 


II is good to note that the heavy' turnover of stenographic 
personnel noted earlier in the year has declined in recent months and that 
the morale of stenographers has improved and is no a rated good. You must 
immediately implement die ju^gestions and in Yruotinas furM^hoc you by 
die Inspector in oraer to continue ihia favor abN trend. 


K is encouraging to learn that you arc* cloudy supervising the 
matter of bd C Contact: so Wial only quality coniavts ..ill be lisle j.. You 
must continue to maintain good liaison with police and olhcr government 
agencies. Oxiidals contacted during tiie inspection inei^atea a high regard 
for the Bureau and your office. l rom these vontau.s ii appears you have 
b53a alert to ike need for mamtai-iinp gcqd public reladone. 

dhe fin lings contained in die summary momoraiihm*.. concerning 
the work papers and. the inspection report should be carefully reviewed by 
you and the -aeisiani Special Agent in Charge. She Yaroaii should be advised 
in detail as soon as alt delinquencies have been corrected. 

PUxcerely yourg, 


John ildgar Hoover 
Director 


-4 




Mr SAC JAMSS d. QKul 22/4/60 

MiOAs idomcim josh jp, imaMum 

Mhi IMPACTION, CHICAGO OFFICE 

October 10 to November % 2968 


It has boon determined that the Humber three cards 
of the SAC and the MAC in the Chicago Office have been 
destroyed after retention for one year instead of retaining 
them for a period of three years as required by Bureau in - 
structians • Phis was the practice at the time you conducted 
an inspection of the Chicago Office* 

Tou are requested to advise as to ike reasons why 
you failed to detect this failure to coj%ply with Bureau in~ 
struations » 


, cc 
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personnel file SAC James H. Gale 
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December 28, 1959 
PERSONAL 


Mr. James H. Gale 
Federal Bureau of Investigation 
508 Old Post Office Building 
Washington 25, D. C. 

Bear Mr. Gale: 


I have received your letter of December 18, 1959, 
and it was most thoughtful of you to furnish me the favorable 
comments of concerning the Chinese translation of 


my book, ’’Masters of Deceit. ” Your consideration is deeply 
appreciated. £ 

— t £ 

Sincerely yours, “Tj ^ 


30 O 
rn 


MAffcgg 27 ^ 

DEC 2 8 1959 

COMM-FB! 


NOTE: Mr. according to the incoming, is 

l and a confidential source of the Washington 
Field Office. Mr. George Yeh, Ambassador of the Embassy o*f the 
Republic of China, received a complimentary copy^bf the translation of 
’’Masters of Deceit” in the Chinese language. - v ' - 
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January 25, 

MEMORANDUM FOR MR. TOLSON 


On January 20, 1960, I saw Special Agent in Charge Janies H. Gale 
of the Washington Field Division, air. Gale makes an excellent personal 
appearance, seems to be intensely interested in his assignment, and I would 
rate him above average. 

Mr. Gale desired to bring to my attention the progress which had 
been made in the Washington Field Division since he last saw me in November, 
1959. 


I discussed generally with Mr. Gale the operations of the Washington 
Field Division. 1 noted from the summary which was supplied me prior to my 
seeing Mr. Gale that there are 11 Agents attached to the Washington Field 
Division who are on limited duty. I think a study should be given to this situation 
promptly because I think it is a great handicap to any office to have as many Agents 
as 11 assigned to limited duty. I would like to have supplied to me in connection 
with this matter a list of all offices to which are assigned Agents who are on 
limited duty with the number assigned to each. 1 have in mind that we. will have 
to either take steps for retirement for physical disability or transfer and a more 
equitable distribution of men on limited duty so as not to handicap the operation 
of any particular field division. 



I spoke to Mr. Gale about the fact that I noted that during the last 
inspection of his office, which was conducted in December, 1959, his office 
was rated only ’fair” as to personnel matters because of the fact that there 
were three Agents assigned to his office whose average for six months was 
constantly below the office average. Two of these Agents, Edwar d ,T. Armbraster 
and Joseph A. Genau, are not on limited duty and the third Agent, | 
is on limited duty due to heart condition. 1 told Mr. Gale that I was most desirous 
of all Agents equitably sharing the overtime unless there was some physical 
disability that made it impossible for them to do so. I stated it was obvious b6 ( 
Toison _±hatJEieither Armbruster nor Genau was in the class falling within the limitations?}' 
por S r 0 l^TM^!physical disability. ” I told Mr. Gale some years ago when I first noted \ j [ 
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Rosen 

Tamm 
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Memorandum for Mr. Tolson 


January 25, 1960 


that some Agents of the Washington Field Division were not performing an 
equitable amount of overtime. Special Agent Genau was the principal offender 
in that his overtime was running 5 or 10 minutes a day whereas other Agents 
in the Washington Field Division were performing from 2 1/2 to 3 1/2 hours 
overtime a day. I told Mr. Gale he should see that all Agents, irrespective 
of whether accountants or not, put in an equitable amount of overtime and 
if there is not sufficient accounting work to be performed by any of the 
accountants so as to meet these requirements, he should assign regular 
investigative duties to them. 


Very truly yours, 

/s / Q 

John Edgar Hoover 
Director 




January 29, 1960 
PERSONAL 


Mr. James H. Gale 
Federal Bureau of Investigation 
Washington, D. C. 


Dear Mr. Gale: 

£ am writing to congratulate you on the 
excellent manner in which you represented the 
Bureau at the Optimist Club luncheon on January 27, 
I960. 




The highly effective and unusual tech- 
nique you utilized was certainly refreshing to note 
and as a result many favorable comments have been 
received concerning your appearance before this 
group. I am indeed pleased to commend you for a 
job well done. 


1 27 
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Tolson 

Mohr 

Parsons _ 
Belmont - 
Callahan . 
DeLoach . 

Malone 

McGuire _ 
Rosen — 
Tamm — 
Trotter 


r : \ , /} 
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Sincerely yours, 

3 , • 



‘ * 
Y ~ i 


Based on memo M. A.* Jones to Mr. DeLoach dated 1/28/60 


W.C. Sullivan . 
Tele. Room 

Ingrain 

Candy . 






^ v MAIL ROOM l— I TELETYPE UNIT □ 


L 




JfiN E° 11 36 AH *60 

.'■c, r HEADING ti001< 



9V- 


OPTIONAL FORM NO 10 ^ 

UNITED STATES G0®L,.\IEf 

Memorandum 


UNITED STATES GOW^.-MENT 


Mr. Mohr 


C. D. DeLoac 


h'tfjdP 


jai’e: January 28, 1960 


r 


subject: ADDRESS BY SAC GALE 

^ WASHINGTON FIELD OFFICE (WFO) 

^'OPTIMIST CLUB, /u- 27- 60 l - *' 

Last evening Wick attended the monthly meeting of the Sigma 
Delta Chi at the East Room of the National Press Club with Luther Huston who 
is also a member and past president of Sigma Delta Chi, a journalistic fraternity. 

In connection with the attached clipping from the Washington Post 
on page 1 this morning, three newsmen told*3S^they were in attendance at the 
Optimist Club and considered Gale’s talk one of the finest and most interesting 
they have heard. They said Gale not only, during his talk, gave the complete 
history of the FBI but illustrated his talk by interesting cases which kept the 
audience constantly alert. The newsmen said the story told by Gale relating to 
the actual bank robbery investigation of the FBI was, to their mind, the highlight 
of the program and pointed up specifically the problems involved by law 
enforcement in investigating cases. -r- 


i * 7^1 

Mr. Gale advises that the last part of the attached story wherein# f. 
it states "the robbery was just a story concocted” was not correct inasmuch as 
the case cited concerns the robbery of the bank of Smithtown, Long Island, 1 /Which b6 

l and others received a substantial prison sentence in 
connection with the robbery of the Commack Branch of that bank in Commack, 

Long Island, April 10, 1959. While Gale did not specifically identify the case 
by name nor the subjects by name, he clearly pointed out, as several persons 
mentioned to Wick last night, this is an actual case investigated by the FBI 
successfully and his audience was very appreciative. , 


1 - Mr. Jones 
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Tarn Armchair Sleuths 

123,000 Bank Robbers Captured! 

, (Over Coffee, Cigars an d FBI H ints) 


By Julius Duscha 

1 Staff Reporter 

Thirty Optimist Club 'mem- 
bers solved a $23,000 bank 
'robbery in half an hour yester- 
J day afternoon. 

j They had some'.jfielp from 
James H. Gale, the special 
1 a Sent in charge of .the Wash- 
ington area FBI office. But for 
the most part the 'Optimists 
relied on experience gained 
from reading mystery novels 
and watching detectives on 
television programs. 

The Optimists heard of the 
robbery as they were enjoying 
a second cup of coffee follow- 
ing a luncheon in the Willard. 

The robhen Gale told them, 
iaptfetfceci > ^ 

I'hr^ .'-v k * « . 

a A N 

****** a * $ 


bank teller and ordered him 
to hand over all of his cash. 
The bandits stuffed the money 
into a small blue cloth bag. 

The men made their getaway 
in a black sedan which was 
fouijd abandoned an hour after 
the robbefry a mile and a half 
from the bank. 

The blue bag* and an Army 
Jacket which one of the men 
was wearing at the time of the 
robbery were found a few feet 
from the car. 

. Persons living near where 
the car was found told of see- 
ing .three men leave the sedan 
and get into a red convertible 
which sped away from the 
scene 

^ iM Opt'rriats Quickly 

{* b *' - ’ -- 
f'X'* tf/v fc*,* *■ f - . VW- 


One bank employe had noted 
the license number of the get- 
away car. It was easy to trace 
it to a used car lot where it 
had been purchased. 

But the Optimists missed the 
significance of the blue bag 
After some prodding by Gaie 
they realized that an investiga- 
tion of stores in the area of 
the bank probably would turn 
up, as it did, a clerk who re- 
membered the man who 
bought the bag. 

By putting all of this infor- 
mation together the Optimists 
were reasonably certain that 
they had their men. But no 
OM knows either the location 
thp bank .ir the ^ f 
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Mr. James H f dale 
i edoral Bureau of Investigation 

v.asiiiiigtoii, 0. c. 


Dear Mr. Gale: 

I am writing to commend you and, 
through you, iae personnel in tbe Washington 
rieid vxiice xor the outstanding attitude dis- 
played in i mporting for duty today dosoite the 
cuvtrL'Luay adverse weather conditions. 

I know that those who reported did 
so at great personal inconvenience and I want to 
egress my sincere appreciation to you and your 
associates for your exceptional loyalty and devo- 
tion to duty. 


—* 30 
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Sincerely your 3 , 
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NOTE: Approximately 97% of the Bur eau’s^oVmal working 
group in Washington, including WFO, reported for duty this 
morning notwithstanding the extremely adverse weather conditions. 
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1. Agency and organizational designations 

!BI, U Dept, of Justice 

2, Payroll period 

3, Block No, 

4, Slip No, 

5. Eniployti'j name land social security account number when appropriate) 

01144 E m l m SA(SAC) 

6, Grade and salary 

GO 16 $14,4! 

30 


PAYROLL CHANGE DATA 






[$Pe[iodic step'lncriasft 0 Pay adjustment Q Othtr jtep*lncrease_ 



IS, Data last 
iqulvalent 
tneroasi 

m 



17, New salary 16, Performance rating Is i 
rat» 


$14,430 



19, LWOP data |FIII In appropriate spacts covering LWOP 
during following ptricds); 

Pirlod(s): 

$No excess LWOP, Total excess LWOP. 


STANDARD FORM NO, 112fid-Rcvisod 
Form prescribed by Comp, Gen., U. S, 
March 5, 1957 6 GAO 8000 


(Signature or other authentication) 


(Chock applicable box In case of excess LWOP) 

2 In pay status at end of waiting period, 

_ In LWOP statui at end of waiting periods dll) 


.Initials of Clark 
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UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 


In Reply, Please Refer to 
File No. 


WASHINGTON 25, D. C. 


Director 

Federal Bureau of Investigation 
United States Department of Justice 
Washington, D. C. 


RE: SA 


C JAMES H. GALE 


Dear Sir: 


(Type or print plainly) 


For inclusion in the fund to be paid to the designated beneficiary of any Special Agent of the FBI who has 
previously contributed to this fund and who dies from any cause except self-destruction while employed as a Special Agent, 
I am forwarding herewith (by CHECK - MONEY ORDER) the sum of $10, payable to the Assistant Director, Administrative 
Division, FBI, to be included in said fund. Payment will be made for death by self-destruction after the Agent has been a 
member of the fund for a continuous period of two years. It is understood and agreed that the sum tendered herewith is a 
voluntary, gratuitous contribution to said fund which I understand is to be administered in the following manner. 


The Director of the FBI will appoint a committee which shall consider all matters pertaining to the acquisition, 
safe keeping and expending of said fund, which committee will recommend appropriate action to the Director in pertinent 
matters. The Assistant Director of the Administrative Division of the FBI shall receive all contributions and account for 
same to the Director. Upon the death of any Special Agent who is a member of said fund the appointed committee will consider 
the case and submit a recommendation to the Director as to its conclusions. Appropriate instructions will then be issued to 
the Assistant Director of the Administrative Division, directing him to pay to the designated beneficiary the sum of $10,000. 
The liability of the fund shall not under any circumstances exceed the amount of monies in the fund at the time any liability 
shall occur. The following person is designated as my beneficiary for FBI Agents' Insurance Fund: 



Relationship 
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400 Boxford Court, Fairfax, Yirqinia 
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March 4, 1960 


Mr. James H. Gale 
Federal Bureau of Investigation 
Washington, D. C. 


Dear Mr. Gale: 


The reports of automobile accidents sub- 
mitted by all field offices for the calendar year 1959 
have been reviewed and disclose that your office had 
a substantial reduction of accidents in 1859 over 1908 
I have also noted with gratification that since 1657 
your division has effected a reduction of 53 per cent 
in the number of accidents. 


This fine record certainly reflects the 
obvious care and attention the personnel of your divi- 
sion are giving to their operation of the Bureau’s 
automotive equipment. I want to congratulate every- 
one who has contributed to the reduction of accidents. 
I do hope this most favorable trend continues. 


r 
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Sincerely yours, 


Tolson 

Mohr 

Parsons 

Belmont 

Callahan 

DeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter . t-. ... 

*\.C. Sullivan . 

Zjele. Robin " ^ 

Ingram ' 

&ndy 
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Marchs, 1080 


Mr. James H. Gale 
federal Bureau of Investigation 
-Washington, p, C. 


Bear Mr. Gale: 

It is certainly a pleasure to commend the 
agents in the Washington Field Office who took part 
so ably in the contact of a highly confidential source 
of information of considerable interest to the Bureau 
in the security field. 

The men who participated in this operation 
demonstrated noteworthy thoroughness, ability and 
discretion in discharging their individual responsibil- 
ities. Their services were of much importance in 
the successful results realised and the information 
obtained has proved to be most valuable. I want you 
to convey to all who assisted in this matter my thanks 
for a job very well handled. 



MAILED 19 


i960 


Sincerely yours, 

22dgar Hoover 


rl~1939’ 


C0MM-1 


1 - ftA C ^Triifl^rgn nai Attention) 

Re: 'u Place a copy of this letter in the personnel i 

files Qf thf participating agents with the exception of those individually 
commended, ** b?o 
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OtTIONAl /ORM NO. 10 


UNITED STATES GOVERNMENT 

Memorandum 

to MR. ROgfo^ 


i>Aih. 3/29/60 


subject: 


LARRY LORD MOTHERWELL, aka. 

UNLAWFUL FLIGHT TO AVOID PROSECUTION - MURDER 

3 / r ' * 

Attach e d Mara to is a recommendation of sar.. fi 


m Field 


Office for commendation for ^ ,Ca^L T W jLHMkholz , L Edward W * 

(peanypacker , Karla S. *$elsoiy tt^TROTGr^lR; ^ranklin^ and Clark 

I as wall as a gaaaral latter of commendat ion for the Washington 
ffiea in connection with captioned case* Under date of 3/28/60 
SAC, WFO, has furnished details of the work of each of these individuals. 

The Investigative Division concurs with the recoamendat ion of 
the SAC, Washington Field Office, with regard to commendation of personnel 
of that office* Subject of this case, Larry Lord Motherwell, has been 
described by the Director as a "master criminal * " Motherwell's recent 
conviction in State Court in California climaxed a major investigative 
effort by Bureau field offices throughout the country who successfully 
developed information which when presented at the subject's trial 
resulted in Motherwell's conviction for the first-degree murder of 
Mrs* Pearl Putney* 

Washington Field personnel were responsible for directing the 
investigative efforts of other field offices in this case* Results of 
this investigating effort by Washington Field Office have been outstanding 
in every respect and deserving of special recognition* 

SAC, Washington Field Office, has noted the excellent manner in i 
which this ease W*a supervised by Seat ef Government personnel* In this 
gssseet iso tbs Invest twt.ivw rnwiminn .desires to recommend Supervisors 
fosses W^Curran andl for coanendaiion* Beth ef t he se . 

fapervlsers cn the Itbf nix eontrisuted immeasurably to the results 
Shtnlesd* this ease was .meet difficult to suporviso he cau sa of the 
flung esta pn dss of Mc th a rwci l and foe extent to which this mabject had 
secs in- «m effort to ooifont his srlmimal estivitios* Bespfos fois, the 
a s a e verad foe vital evidames* Sap c cv le e rs Curran had 
I lies r es po n s ible for the ever-all direetiem, supervisifo'ifo 


;ie* ef 


maje? investigative ef fert which imeludee furnishing 
rtl es s to the field* • 


JSHS f&Sfca 


■ Kosuboccd , :aL. 


mg Sr, 

*' i * r i 
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Memorandum to Mr. Rosen 


This case has resulted in extensive favorable publicity 
for the Bureau in the Washington, D. C. , area in reoen I months. 
Motherwell’s capture by Bureau Agents following the disappearance of 
Mrs. Putney and the discovery of her body has made front page 
headlines almost on a daily basis. In addition, the trial of the 
subject has received extensive coverage by local newspapers and 
this publicity has been most favorable to the Bureau in every 
respect. 

RECOMMENDATIONS : 

1. That the six Agents and the clernai employee noted 
by SAC, Washington Field Office, receive indivLd i-tl letters of 
commendation. . 


■■ . o 


2. That a general letter of commendation be directed to 
SAC, Washington Field Office for the personnel files of approximately 
fifteen other employees who contributed to this case. 


.* v '*l • 

' L +' 


/ 


3 Th/tt Bureau Supervisors Thomas W. Curran and 


be 


bf the ITSP Desk at .the Seat of Government be 
eomaenaea xur tneir outstanding supervision of this case. 


f 

* 



M 


- 2 - 


BIRS8T0R, SIX 


0/17/W 


sir, wa 

BfcgBY BORO aka 

■m$ - ISfitliBP, — 


The £ urofttt* s attonlioa is direcfud t nr public j i 

1m n/lfi/ v-0 £ reflecting tds sykjc^ss* ul sCittio 
prosecution of UtiCRY WRB far the crime of murder, 

This ease started as a siasiag parsons violation 
and resulted in a aajor case be in?; handled by wfo after a 
warrant was issued charging Wft&.KBSESJL, with 8FAP ~ RUBBER. 

icompfuiidd fcy Ur 5 i« PSiSIi P'-J*S*»Y| left FMs«iiBiji 03 f 

t>, c,, dor tag June, 1958 , mad was last seen during August, 

1056 , at Skrysville, California* Continued police cooperation 
ia this case was aaintaiued until ib/lC/Sd, when the rewal n» oX 
.tts, FtfiiiEf wer© located' ta. $i@rm county, California , 
FutiSequently, on &/ 20 /& 6 , process was issued saving MOfFRJSB&EW* 
a Bureau X* o» fugitive, All continental offices participated 
lu the investigation directed by VTO as office of origin# 

Investigation by fcFQ resulted iu the securing ol 
inforaatioa frau a. Yashiogton Field confidential informant 
that wymarintta* ua« bear, iu the Jac*eosville, Florida, area, 
this information was furnished the Jacksonville Office Where 
side publicity resulted in the location of a fonaer address 
and information that subject bad been seen m Atlanta, toorgis* 
Subject apprehended 5 / 25 / 53 *, by Bureau Agents at Atlanta, afta 
invest igat ion waa intensified as a result of this infers* * 1 cm» 

Subsequent to the apprehension of *lcnX 83 Kt£L 2 », 
continued efforts were made to determine if scmusiWBld* had 
violated Federal statutes within the Bureau’s Jurisdiction. 

This investigation van nation-wide and involved the follow! »n 
of aOTHBR^KOi’a activities over a period of several years* 
Extensive neighborhood investigation and tm tracing of 
financial transactions of Mrs# PBTltEY resulted in valuable 
iafomation concerning ifcTniEB’kEBtr, heads by tTO led to the 
recovery of jewelry, disposed of by IWfKER^SBB, later 
identified as be longing to Hrs* PUTNEY . The results of t}»l& 
investigation, which was furnished to local authorities, scalar 
prominently An the recoat trial of JJOTHilF EIX* in the fins* of 
California wherein no was found guilty of omrder# 

3 - Bureau 

a - *fo 


H * 


7 9ML& 


Continued supe rvisors leadershi p in she *fFO «** 
min talced by fapervlsor l I gjshartsive 

investigation, police cooperation and coo rdination is 
Office Of origin by mm CARL P. B^HKQL- , I 
2*ARD *, PEKFkPACOIl, gSftT.K £* >TKLS0N sad ROE^T M, — 
JWUS resulted la this case teia£ brought to * lories! 
conclusion* Too wife bust* Stic attitude and abundance of 
voluntary overt too perierned by these Agenta assisted 
greatly in reaching tbia conclusion. This case, tram It m 
laesptloa to date, has yonder** the FB1 tamable publicity* 

As ess noted, this natter saa handled as a Major 
case* tFG cleric | hat instrusen ta 1 in 

setting up the files, special iaSioes, and handUng the 
ia*g« volume of sail and exhibit* in an extreme!* efficient 
Massey. Her enthusiasm and interest in this case saa 
outstanding* 

St la reccauiencled that the Bureau *»uf*iit_JLeiiars 
of cowweadalion to the xtbove six Agents and cleric 1 I 

St is further reccaaended that a general letter 
of cemadation be directed to fefo to be placed in the 
personnel f ilea of approximately 15 Ageata and stenographers 
idm contributed in an outstanding Manner to the investigation 
of this case. 

the bureau say slab to include coasendatlons for 
Bureau supervisors at the Rest of Government e*m bandied 
the publicity and supervision «f this major case in an 
excellent manner. 
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Lxrch Cl, ISCO 


1 


1 'olson 

*ohr 

Arsons 

Selmont 

Callahan 

)eLoach 

lalone 

fcGuire 

osen 

amm 

rottfe 

.0. Salhvan . 

RoOj\i „ 

grant *. 

pndy _ 

IK 


inr. James If. GJle 

Federal jJuroau of Investigation 

v. abiiington, D, C. 


Dear Xer. Gale; 

I want you to commend the personnel in 
the Washington Field Office who participated to ably 
in the investigation of the Unlawful Flight to / void 
JProLucution-WiUrder case involving Larry Lord 
iiGtherwell. 


This was an involved ease with many 
unusual ramifications and the success realised is 
certainly a tribute to the competent, thorough and 
efficient manner in which ail who assisted discharged 
their responsibilities. Hens u express my apprecia- 
tion to everyone for their excellent work mid for a job 
especially well done. 


BAILED. ie 

MAR 31 1980 

coKw-re? 


rincerel 


.oover 




l-SAC, V. FO (Personal Attention) 

Place a copy of this letter in files of those who were not 
individually commended. 


CMTrhwc 
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FD-185 (Rev. 6-io.57) 


FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 


REPORT OF PERFORMANCE RATING 


Name of Employee: JAMES H» uGALE 

Where a^- WASHINGTON HELD OFFICE 

(Division) (Sectior 

Official Position Tin- SPECIAL AGENT IN CHARGE 

Rating Period: from 4-1-59 to 3-31-60 


WASHINGTON HELD OFFICE 

(Division) (Section, Unit) 


ADJECTIVE RATING:. 


EXCELLENT 

Outstanding, Excellent, Satisfactory, Unsatisfactory 


Rated by: /A^ ' 


Assistant to Director 

3-31-60 


Signature 

i A 

Title 

Date 

Reviewed hy: ’ 

Sja. *>J 1— - 

Associate Director 

3-31-60 

Rating Approved hy? . 

Signature 

Title 

Date 


Signature 

Title 

Date 






(X) Official 
(X) Annual 


TYPE OF REPORT 

| 

( ) Administrative ^ * O 

( ) 60-Day ~ 

( ) 90-Day 

( ) Transfer 

( ) Separation from Service / 

( ) Special \J 

3' fi J 


NARRATIVE COMMENTS 




Note: The regulations require that OUTSTANDING ratings be supported by a statement in writing setting forth IN DETAIL the performance IN EVERY 

ASPECT and the REASONS for considering each worthy of SPECIAL COMMENDATION. 

UNSATISFACTORY ratings must be supported by a statement in writing stating (ll WHEREIN the performance is unsatisfactory, (2) -the facts of 
the (90 day) PRIOR WARNING, and (3) the efforts made AFTER THE' WARNING TO HELP the employee bring his performance up to a 
satisfactory level. 




FD-36 (Rev. 12-13-56) 


F B I 


Transmit the following in 


Via AIRTEL 


Date: 4/13/60 


(Type in plain text or code ) 


(Priority or Method of Mailing) 


f TvJs, 


!i v" v^- j 

—7)'p£k—\ 

]/' | :ir.\\ T X Sullivan 

Jl- ( R '^cx : 

| Tlr. 

i . j 


TO: DIRECTOR, FBI 

FROM: SAC, WO 


ATTENTION: ASSISTANT TO THE 

JOHN P. MOHR 


mik 


TELEGRAM TO DIRECTOR DATED APRIL 12, 1960, 
SIGNED { JAMES H.&GALE A 






ReBucall 4/12/60 and mycall 4/13/60. 

SAC Contactl 

the | | confidentially aavised 
me that instant telegram was sent at 4:12 p.m., on April 12, 
1960, from the Greyhound Bus Terminal, 12th Street and New York 
Avenue. N. W.. Washington. D. C. He advised it w as called in 

I . He stated 

that the caller identified himself as JAMES H. GALE, and gave 
an address of 400 Boxford Court, Fairfax, Virginia, which is 
my home address. He advised that the cost of this telegram 
was $1.20, which was paid for by the caller by dropping coins 
in the box. 

It will be noted that the Greyhound Bus Terminal at 
12th Street and New York Avenue, N. W., is approximately two 
blocks from IvFO contract garage. 

( As the Bureau was previously advised, I, of course, 
did not send this telegram and it appears that someone is ' 

"playing games." 


Bureau 
1 - TvFO f/ 
JHGrMCP ,) f 
(4) 


( 7 


Approved: 


Special Agent in Charge 


# • 

SAC, V ashmgton Eield April 19, 1960 

Director, £SI 

f 

TV 0-DA7 CONFERENCES 

Tour Two-Day CoMereueec scheduled tor luay 31, i960, are hereby 
canceled and you are being; rescheduled lor Two- Day Confer ences beginning ‘T^ay 9, 1960. 

Confirm attendance. 




1 - Mr. Malone 
1 - Mr. Hereford 


clp 

(5) ! 



Tolson 4 .. 

Mohr 

Parsons 

Belmont 

Callahan 

De Loach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan. 
Tele. Room _ 

Ingram 

Gandy 
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OPTIONAL FORM NO. 10 


UNITED STATES GOVERNMENT 

Memorandum 


Mr. Mohr 


April 25, 1960 


subject: 


C. D. DeLoach 


OBSCENE TELEPHONE CALLS RECEIVED 
BY NEIGHBOR OF SAC JAMES h/gALE, WFO 




SA£LGale_advis ed my office this morning that the wife of a neighbo r. 

Mrs, had received an obscene telephone call. Mrs. l 

contacted the Fairfax Police Department regarding this matter and they asked 
her to accept a date with the caller in the ev ent he recontacted her. The unknown 
subject made a second call to Mrs.l Is he made a date with this individual, bg 

and the Fairfax police staked out th q R esidence in an effort to captime the 

subject. A Negro male came to the | [ residence about 9:45 p. m. last night 

but eluded Fairfax officers and made good his escape. 

Gale advised that early this morning he was called out on the Merit 
bank robbery investigation and shortly after his departur e two caUs were received 
at his residence. The caller said nothing to| | but coughed into the phone. 

The Fairfax PD was advised of these calls. 


this story. 


SAC Gale advised that local Fairfax papers would probably get onto 


Attached memorandum from SAC Gale sets out complete details 
regarding these obscene telephone calls. 


The above is for information. 
Enclosure . W* 5 


HPL/emb 

( 2 ) . 




mnis 


tp'jz 






STANDARD FORM NO. 64 


• • 

Office Memorandum • united states government 


TO 


FROM 



Director, FBI 


SAC, TVF0 


date: April 25, 1960 


subject: OBSCENE TELEPHONE CALLS RECEIVED 

BY N EIGHBOR JOF SAC JAMES H.^&ALEy 
MRS. I L 

W~tO^ORD ACDJ[IRT, FAIRFAK^VJRGINIA 


on Anr i 1 23, I960, Mrs. 


Virginia, who is my next door neighbor, came 

to my residence and advised that she had been the recipient b6 

of a very ob scene tel enhone call. She stated that her husband, 
Army Colonel was out of town for the weekend. 

The caller indicated he knew her husband was out of town and 
wanted to make a date. 

She advised me that she contacted the Fairfax County 
Police Department who sent an officer to see her, and the 
officer suggested she go ahead and make a date with this in- 
dividual, in order that they might take the necessary steps to 
apprehend him. 


advised that she had 


On April 24, 1960, Mrs. 

spent the night of April 23, 1960, at a neighbor's house and 
stated that upon returning to her residence Sunday morning, 
April 24, there was evidence that an unknown individual had 
been in her house. She advised that certain lights were on 
that she did not leave on and that certain drawers were open 

that w ere not opened by her. Another neighbor at|_ > <- 

I | likewise had their residence entered in a similar fashion 

several weeks ago . The police have theorized that somebody has 
a master key to the houses in my neighborhood. 


b6 


Mrs. | I also advised that she was contacted about 

5:15 p.m., April 24, I960, by the same individual who made the 
obscene call on April 23, at which time she made a date with 
him for between 8:30 and 9:00 p.m., in accordance with the re- 
quest of the Fairfax County Police Department. She was extremely 
emotionally upset after she made this date and requested that I 
advise the Fairfax County Police Department because she said she 
was in no condition to talk to them. I immediately advised them 




/ 


2 - Burea&t 
1 - TvFO 
JHG:MCP 
(3) 
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J 


\t/ 



• « 


Re: Obscene Telephone Calls Received 

by Neighbor of SAC James H. Gale 


of the fact that she had made a date with this unknown caller 
in accordance with their request. They advised they would 
immerii atel v. send a detective to see her, which they did. 

Mrs | inquired as to whether or not the FBI had juris- 

diction in such matters, and I explained to her our lack of 
jurisdiction. 

Thereafter, the Fa irfax County Police Department 
, "planted" the residence of| |ad- 

/ vised my wife today that between 9T30 ana y:4b iasx nignt, 
a Negro, who is approximately 6’ 2" in height, came to her 
basement door and, when the Fairfax County Police attempted 
to apprfihp.nd ^ him, fled and nj ade good his escape . My wife 
advised that l I *as afe ’oxner neighbors in the area, 

is extremely critical because of the "inefficient manner in 
which the Fairfax Police handled this matter." My wife, of 
course, made no comments concerning the Fairfax Police Depart- 
ment . 

At 12:47 a.m ., April 25, 196 0. I received a telephone 
call from Superv isor! la dvisina that there was a 

possibility that | | subject of a Bank Robbery 

case in which Atlanta is office of orirrin. could be located at 
the residence of 

I immediately lerx my residence ana, suDsequenxiy, my wue 
! advised me that approximately fifteen minutes after I had left 
she received a telephone call. The caller said nothing, but 
merely coughed into the phone. Five or ten minutes later, she 
likewise received a second call but the caller said nothing 
upon her answering the phone; however, the line remained open. 

In view of the other activity in the neighborhood during the 
evening, she advised me that she immediately reported this to 
the Fairfax County Police Department who advised they would 
give that area special attention for the remainder of the night. 
My wife did not disclose my employment with the Bureau. 

The above is being furnished for the information of 
the Bureau . 


2 






ML INFORMATION COMTAIHED 
HE PI II IS UNCLASSIFIED EXCEPT 
WHERE SHOOT OTHERWISE 


EXEMPTED F ROM AUTOMATIC 
DECLASSIFICATION 


AUTHORITY DERIVED FROM: 


FBI AUTOMATIC D E C LAS S I F I CAT I ON GUID! 
EXEMPTION CODE ZSX(l) 


\ l ' ‘ 

■x ()+'■' W 
;/. ■- 


May 9, I960 


MEMORANDUM FOjF- &lR. TOLSON 

/ 

r-’slay I saw Special Agent in Charge James n.- Gale of the Washington 
Uield Division. !ur. Gale makes an excellent personal appearance and seems to 
be intensely interested in his work. 

I called L r /T. Gale’s attention to the fact that there were two classes of 
cases in ti e Washington Field Division which exceeded 10*;, in delinquency and 
this should be corrected. 

I called Mr. Gale’s attention to the fact that I noted the Washington 
Field Division for the first ten months of the current fiscal year when compared 
with a similar period of the previous fiscal year was down 37 \ in fines, savings, 
and recoveries, and 1 hoped before the end of the fiscal year this downward trend 
could be corrected. 

I called his attention to the fact that it had been necessary daring the 
last six months to address eleven letters of censure to the personnel of the 
Washington Field Office and that all of these matters dealt with elemental 
delinquency for If each person had performed his individual responsibility, it 
would not have been necessary to write these letters of censure. 

I also discussed with «ir. Gale the matter of Agents on limited duty 
and outlined to him my views. I stated I noted a number of Agents in some of 
the offices of the service, who were on limited duty, were putting in but a 
little over the required one hour and twelve minutes in order to obtain fringe 
benefits, whereas the over -all average for the field for hlarch was two hours 
and thirty-five minutes. I stated I thought, therefore, it was unfair to the 
other Agents in the office to not have an equitable sharing of all overtime if the 
Agents were all to draw fringe benefits. I told him that if a man was unable 
to perform the average overtime being performed by the office, such Agent 
should not be assigned any work that would require overtime so that he could 
get the fringe benefits by performing the minimum requirement of one hour 


Tolson M .WJ. 

Mohr - — a nd - tw elve minutes. 

Parsons 

Belmont 

(5) ^ , , . 

McGuire Attachments (wijtti original only) 


•it 




rniE 
DA*i t 


.ETYPE UNIT ! 


Memorandum for Mr, Tolson 


May % 1960 


vinw. , Gale on the fact that hla office had'aoived all" , 

Violations of the federal Bank Kobbery Statute in his office* . . 

aW „ „ } stressed to him the importance of continuing pressure in bringing 

W rder of John Samuel Johnson and also the solution of 
the robbery oi the Government Services, Inc., truck in 1957. 

anv Gale ab ® ut the care that mugt be taken in handling 

any matter dealing With espionage in view of the delicacy of the international 
situation, ■ / * \ " 

v 


E 


, / v ; 

Mr . Gale left with me the t wo attached folders / one dealing with the 
(program as pertaining to the u-j 





and the se 


~ « & J |V>11U Ult? 

res showing some phases oi me mvestigatioi^of 

‘ 4 ^ A*’; • 



bl 

■b 6 




b/b., ; -- 

Very truly yours, , , 

/v?-'i '■ i, 

John Edgar Hoover 
Director 
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OPTIONAL FORM NO. 10 


UNITED STATES GOVEKfl&ENT 

Memorandum 


MR. MOHR 


date: 6/7/60 


from : w> g> TAVEL ^ 


^Calldnan 

DeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan . 

Tele. Room 

Ingram 

Gandy 



SUBJECT. jAME g H> ((3ALE 1 

Special Agent in Charge 
Washington Field Office 
EOD as Special Agent 6/21/43 
GS 16, $14, 430 

Mr. Gale has been in charge of the Washington Field Office since May 1959 
1 and since this is one of the largest field divisions (3984 cases and 440 agents) it is felt 
) that Gale should be considered for GS 17. We now have 28 super grade positions (GS 16, 

17 and 18) filled in the field and 34 filled at the Seat of Government, with 13 such positions 
to be filled; 

. Gale entered on duty as an agent June 21, 1943, is in GS 16, $14, 430, 

1 having been in GS 16 since September 7, 1958. He is 38 years old, married with 2 
' children, has a Bachelor of Laws Degree. Prior to being assigned aa SAC at Washington 
Field, he served as ASAC and later as SAC at Anchorage and as SAC at Richmond and 
Cincinnati and as Inspector in the Training and Inspection Division. Gale has had an 
excellent Bureau record and was last censured on December 14, 1959. He has been 
commended a number of times since serving as SAC at Washington Field Office and re- 
ceived a cash award in August 1959. Inspection of the Washington Field Office in 
December 1959 resulted in ratings of Good in Physical Condition and Maintenance and 
Administrative Operations, Very Good in Investigative Operations and Contacts and Fair 
in Personnel Matters, the latter rating being based primarily on the failure of three 
agents to equitably share the work load, although all three agents stated their work assign- 
ments did not require additional overtime and. all performed more than the minimum 
required by the Fringe Benefits law. Since the completion of the inspection, letters of 

1 commendation have been addressed to Gale commending him and through him agents of the 
Washington Field Office on seven occasions. The Director saw Gale in January 1960 when 
’ he stated Gale made an excellent personal appearance and he rated him above average. 

He again saw Gale on May 9, 1960, at which time he again stated that Gale made an 
excellent personal appearance. He is within desirable weight limits. As of April 30, 

1 1960, the latest statistics available, reflect that Washington Field Office showed an increase 
I in three categories, namely 46% in convictions, 6% in fugitives apprehended and 17% in 
* automobiles recovered and a decrease of 37% in fines, savings-ahd recoveries. 

RE COMMENDATION : j . 


That Gale be promoted to GS f7. /. 

w'V 

SAC GALE’S PERMANENT BRIEF ATTACHED^ * 



<yi< - 


Standard Form 50 Part I 

Rev July*l , 957 t 

^SSSSH&i^ , NOTIFICATION OF PEBSONNEL ACTION 


1'. NAME (LAST ['CAPS]— First— Middle— Mr.— Miss-^Mrs.) 2. DATE OF BIRTH 

wm, JAMES H. (XR.) 0-28*21 


3. IDENTIFICATION (optional) 

001144 


4, THIS IS AN OFFICIAL NOTICE OF THE PERSONNEL ACTION DESCRIBED BELOW, WHICH AFFECTS YOUR EMPLOYMENT. GENERAL INFORMATION 
CONCERNING! YOUR EMPLOYMENT APPEARS ON THE REVERSE SIDE OF THIS FORM. 


5. NATURE OF ACTION (standard terminology must be used) 


6. EFFECTIVE 7. CIVIL SERVICE OR OTHER LEGAL AUTHORITY 

DATE OF ACTION 


PROHOTIOK 


FROM- 

Special Agent 

(Special Agent in Charge! 

GS 18 

$14,430 per annua 


6-7-60 


8. POSITION TITLE 
AND NUMBER 


9. SERIES, GRADE, 
SALARY 


10. NAME AND 
LOCATION OF 
OFFICE BY 
WHICH 
EMPLOYED 


11. DUTY 
STATION 


2XC89XSB BY XA* 


TO- 

Special Agent 
(Special Agent in Charge) 

GS 17 

$15,375 per annua 


15. POS ITION OCCUPIED I S IN THE; 
Competitive 

Service ^ 


Excepted 

Service 


17. PAYROLL DEDUCTIONS 


CSR FICA FEOLI 


18. DATE OF APPOINTMENT 
AFFIDAVITS (accessions only ) 


13. VETERAN PREFERENCE | 14. TENURE GROUP 


No 5-pt. 10-pt. Disab. 10- pt. Other 

X 


16. APPROPRIATION 

From: S. & E., FBI CSB 

To: SAME 

19. REM ARKS: 

1 I a. Subject to completion of 1 year probationary (or trial) period commencing 

| | b. Service counting toward career (or permanent) tenure from: 

Separations: Show reasons below, as required. Check, if applicable: | | c. During probation | | d. From appointment of 6 months or less 

This promotion in temporary and *111 remain in affect only for the 
duration of present aasignaeent. 

Basie for this position is Section 505(e) of the Classification Act 
of 1940 as attended. 


i K\l_) 
















* r 


^oae 7, 196a 

PERSONAL 


*JT. 'i&tagu u* Ctdlu 

Meral Bureau ox investigation 
Washington, if. C. 


Dear Au.% CatXo: 

1 sua indeed pleased tu advise you oi your 
p fQRot ion to tiic position of Spscifti AgCllt iil CllW£P | 
$15,375 per munut in Grade C3 17, effective s Tuaf: ?, 
1960. 


for your information, this promotion is 
temporary and will remain in effect only for the 
duration of your present assignment. ^ 


'HILL'D :',/ 

\:i r o 


Sincerely years, 

& Z??u 

John Edgar Hoover 
Director 


1 ~ Miss 
1 - Movement 



No special salutation per Reading Room. 


Q> 
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June 1, 19C0 


Mr. James H. Gale 
Federal Bureau of Investigation 
Washington, D. C. 


Dear Mr. Gale: 


i . , 

iJ ' t ' 


I am writing to commend, through you, the 
agents of the Washington Field Office who performed so 
capably in connection with the development and contact 
of a highly confidential source of information of much 
value to tiie Bureau in the security field. 

The excellent success achieved in this 
difficult undertaking can be ascribed in no small 
degree to the unusually alert, discreet and ingenious 
manner in which each man carried out his assignment. 

I was very impressed with the superb fashion in which 
this operation was handled and these agents should 
indeed be proud of their efforts . I want you to convey 
my sincere thanks to all for a job especially well done. 

j Sincerely yours. 


JT. SWiiiloy 


1 07 - 


1 - SA C, W FQ (Pers onal attention) * '* n i» 

Re: f [ Place copies of this letter in files* * 

of agents not individually commended. f 


\AFH:lmv 


v^MAIL ROOM I 


TELETYPE UNIT I 


Copies prepared and attached’ for files of: 


-READING ROOM 





i/r 


For: 


Requests <& 
Transfers 

Locates 


CalV. 


Abstracts 


Up-to-date 
with serial 
No. I 


Abstract not in file for 



St.uu.Iard Form No. 2809 
( H AFTER 1-5 F.P.M. 

(* GAO 5000 


PART A 


V UH BENEFITS REGISTRATION FOk 

FEDERAL EMPLOYEES HEALTH BENEFITS ACT OF 1959 
(Read 'lions on bock of last page.'''* Use only typewriter or bajj 



<JALE 


JA3IES 


REGISTER 
MUST FILL 


4. YOUR MAILING ADDRESS (NUMBER AND STREET) 


(MIDDLE INITIAL) 


[CITY AND ZONE NUMBER) 


3. Are you now married? 



400 Boxford Court, Fairfax, Virginia 



PART B 

FILL IK THIS 
PART if YOU 
WISH TO EH- 
ROLL IH A 
HEALTH BEHEFITS 
PLAH. 


6. Are you covered by, or is any family member listed below coy- 7. Place an **X" in proper box to show your annual basic salary 
ered by or enrolling in, a plan- under the Federal Employees range. 

Health Benefits Act of 1 959 (through the enrollment of another 

United States or District of Columbia Government empioyee-or UNDER $4,000 | }| 1 ] $6,000 TO $9,999 | |[ 3 1 

annuitant)? YES Q NO [£] $4,000 TO $ 5,999 ( ||~2~| $10,000 OR OVER 


1. I elect to enroll in a health benefits plan as shown below. 1 authorize deductions to be made from my salary, compensation, or annuity 
to cover my share of the cost of the enrollment. (Copy /he information requested below from inside cover of brochure of the p/an you se/eef. ) 


i 


NAME OF PLAN 


samba health benefit plan 


I 


OPTION (HIGH OR LOW) 


HIGH 




ENROLLMENT CODE NUMBER 


2. In space below list all eligible family members without exception: List your wife or husband first, then your unmarrie4 children under 
age 19, including legally adopted children, and stepchildren and illegitimate children who live with you in a regular parent-child relation- 
ship. Include also any unmarried child over 19 who became disabled before age 19 and who, because of the disability, is incapable 
of self-support. (Attach a doctor’s certificate for a disabled child age 1 9 or over.) 


If enrollment 
is for self only, 
answer item 1. 
If enrollment 
U for self and 
family, also 
answer item 2 
and item 3 If 
it applies. 


NAMES OF FAMILY MEMBERS 


DATE OF BIRTH 
(Monm, Day, Year) 


THIS PART MUST 
ALSO BE FILLED 
-IH IF YOU 
CHARGE YOUR 
ENROLLMENT. 


PART C 

FILL IH THIS. 
P4RT IF YOU 
Y/ISH NOT TO 
ENROLL OR IF 
YOU WISH TO 
CANCEL YOUR 
ENROLLMENT. 


PART D 

FILL IH THIS 
PART IF YOU 
WISH TO 



3. If you -are a- female (employee or "annuitant) — does the family listed above" include 'a KusSand "who is incapable of self- 
support by reason of mental or physical disability which can be expected tp continue for more than one year? (if answer 
is **Yes>“ attach a-doefor's .certificale.) . 


PLACE AN M X” IN ITEM 1 OR ITEM 2 , WHICHEVER APPLIES AND ANSWER ITEM 3. ’ 

K 1 elect not to enroll in any plan , - , 3. The reason for my election is (P/ace on “X" in proper box): 

under the Health Benefits Act. I j (a) I am covered by"a plan under the Health Benefits Act through the enroll- 

1 1 i i i i , -r^ 


YES Q 
NO Q 


2. 1 elect to cancel my present enroll- 
ment under the Health Benefits Act, 


ID 


ment of my husband, wife, or parent. 

(b) 1 am covered by a health insurance plan which is not under the Health 
Benefits Act. 

(c) Any other reason. 


I elect to change- my enrollment os shown by the enrollment number and other information in Port B. 

1. Enrollment code number of present plan. 2. Number of event which permits change. - 3. Date of event which permits change. 

(See fable on back of dup/icafc for proper number.) 








6/1/60 


WARNING.— -Any Intentional false statement in 
this application or willful misrepresentation relative 
thereto Is a violation of the law punishable by a 
fine of not more than $10,000 or imprisonment of 
not more than 5 years, or both. (1C U.S.C. 1001.) 


(YOU it SIGNATURE DO NOT PRINT! 


PART F 

TO BE 

COMPLETED 

BY 

AGENCY. 


Md. NAME AND ADDRESS OF EMPLOYING OFFICE 


” / -O c:.') -■ ■ 

‘ ^ * I -ov ---- 


U i\ i I _ ; 1 "T~ 


2. DATE RECEIVED IN- 
EM^O^G^QFFICE 


4. PAYROLL OFFICE NO. 

X5-C2-Q001 


'.*7~fSIGNATl)RE" C?l\ "AUTHORIZED .AGENCY OFFICIAL! 


3. EFFECTIVE DATE OF 
ELECTION 


5. PAYROLL ACTION 
(INITIALS AND DATE) 


t- i / 



Triplicata— To Employing Offico 


V APRIL I960 












































- -r 



Jans 15, 1960 

AiExvlQilAHDUM FOR MR. TOLSON 


/On Jane 9, 1960, I saw Special Agent in Charge 
James H«, Gale of the Washington Field Office, who called to 
express his appreciation for his reallocation to GS-17. 

Mr. Gale makes an excellent personal appearance, seems to 
be intensely interested in his work, and I would rate him 
above average. 


Very truly yours, 



John Edgar Hoover 
Director 


JEH:EDM (5.) 

/ 

r 


Tolson 

Mohr 

Parsons 

Belmont 

Callahan 

Qe Loach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan 

Tele* Room 

Ingram 
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\\ 


V 1 

MAIL ROOM □ . teletyVL unit □ 







OPTIONAL FORM NO. 10 


UNITED STATES GOVERNMENT 

Memorandum 


Mr . Callahan 


date: 6-8-60 


from : C. R. Davidson 




Tolson 

Mohr 

Parsons 

Belmont 

Callahan 

DeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan . 

Tele. Room 

Ingram . 

Gandy 


subject: JAMES H. GALE 

Special Agent in Charge 
Washington Field Office 

I Veteran 

EOD 11-29-39 (Typist); 6-21-43 (Special Agent) 
GS-17, $15,375 


The following is a brief and concise summary of SAC Gale’s 
record for the Director’s use. 

SAC Gale, who is 38 years of age, married and has 2 
children, entered on duty 11-29-39 as a Typist and was appointed 
as Special Agent on 6-21-43. Prior to his assignment to the 
Washington Field Office as SAC on 5-11-59 he served in the Dallas, 

I Omaha, Cleveland, Anchorage, Richmond and Cincinnati Field Offices 
and the Training and Inspection Division. He is presently in GS-17, 
$15,375 per annum, which promotion he received on 6-7-60. 

Assistant to the Director J. P. Mohr rated him EXCELLENT 
on his 1960 Annual Performance Rating. Since January, 1959, he 
has been COMMENDED on eight occasions, the latest one being 3-3-60, 
and CENSURED on one occasion, the latest one in this case being 
12-14-59. During this same period he received an INCENTIVE AWARD 
on 8-7-59 in the amount of $200.00 for his excellent on-the-spot 
j supervision of an operation in the security field of vital importance 
J to our country. The Director last saw SAC Gale on 5-9-60. 

As of 2-60 he listed Cleveland as his Office of Preference. 

SAC Gale had t he following ra la.tlvfis previously employed b6 
by the Bureau: Brother . I I f ornncvr m gy fr , EOD 9-27-48; 

Resigned 6-27-51; Sister former Stenographer . 

EOD 7-25-41; Resigned 9-25-45; and Brother -in -lav/ , I I 

former Special Agent, EOD 11-9-42; Resigned 9-£7r-45: : 



His overtime average for the pasf,fsix months has exceeded r 7 
the office average all of these months. Her has performed the 
following for this period: December, 1959^3 hours 30 minutes; 

January, 1960, 3 hours 9 minutes; February^- 3 hours 1 minute; March, 

3 hours 14 minutes; April, 3 hours 1 minute; and May, 3 hjjy£s. 

L As of June, 1960, his weight was within the desirable limits 

If or his height and frame. eA h ■— 


• WittuM B m OF THE PERSONNEL PILE OP JAMES H. SALE EROr „ sm 



Standard Form 88 
(Rev. June 1956) 




SPORT OF MEDICAL EXAMINATI 


4i 


1- LAST NAME— FIRST NAMB^-MIDDiE NAME 

/ c/ AT „ tambhb 

2. GRADE AND COMPONENT OR POSITION 

FAr • 

3. IDENTIFICATION NO. 

4. HOME ADDRESS (Number? street or RFD, city or town, zone and State) 

5. PURPOSE OF EXAMINATION 

ANNUAL 

6. DATE OF EXAMINATION 

5/17/60 

7. SEX 8. RACE 

M WHITE 

9. TOTAL YEARS GOVERNMENT SERVICE 

10. AGENCY 111 ORGANIZATION UNIT 

MILITARY CIVILIAN 

12. DATE OF BIRTH 

9/28/60 

13. PLACE OF BIRTH 

CLEVELAND, OHIO 

14. NAME. RELATIONSHIP. AND ADDRESS OF NEXT OF KIN 

15. EXAMINING FACILITY OR EXAMINER. AND ADDRESS 

16. OTHER INFORMATION 


CLINICAL EVALUATION | 



WHM 

X 

18. HEAD. FACE. NECK. AND SCALP 


X 

19. NOSE 


x 

20. SINUSES 


X 

21. MOUTH AND THROAT 


/V 

XT* 

22 FARq fiFNFRAl Unt. <£ ext. canals) (Auditory 

£.C. tAKS vaLHfcKAL un(fer ffe|M 7Q Qnd 


A 

23. DRUMS (Perforation) 


X 

24. EYES-GENERAL 


X 

25. OPHTHALMOSCOPIC 

m 

X 

26. PUPILS (Equality and reaction) 

mm 

x 

27. OCULAR MOTILITY 


y 

28. LUNGS AND CHEST (Include breasts) 

— 

A 

XT 

29. HEART (Thrust, she, rhythm, sounds) 



30. VASCULAR SYSTEM (VaricOStliM, etc.) 


X 

31. ABDOMEN AND VISCERA ( Include hernia) 


X 

32. ANUS AND RECTUM 


X 

33, ENDOCRINE SYSTEM 


X 

34. G-U SYSTEM 


X 

35. UPPER EXTREMITIES Strength, range of 
motion ) 


Y 

36. FEET 


V 

37. LOWER EXTREMITIEsfe^L t o/m<4ion) 


A 

XT' 

38. SPINE. OTHER MUSCULOSKELETAL 


X 

39. IDENTIFYING BODY MARKS. SCARS, TATTOOS 

K1 

X 

40. SKIN. LYMPHATICS 


Y 

41. NEUROLOGIC (Equilibrium tests under item 72) 


y 

42. PSYCHIATRIC (Specifyany personality deviation) 


A 

43, PELVIC (Females only) (Check how done) 
□ vaginal □ RECTAL 



NOTES . ( Describe every abnormality in detail. Enter pertinent item number before each 
comment. Continue in item 73 and use additional sheets if necessary .) 


#22. Very slight cerumen. 

#39. Small vacc. scar left arm. 


\ V 


0V° 


#*■' 




Cf ~ 






{Continue in item 73) 


44. DENTAL {Place appropriate symbols above or below number of upper and lower teeth, respectively.) 


0 — Restorable teeth 

1— Nonrestorable teeth 


X— Missing teeth 


XXX— Replaced by dentures 


(6X8) — Fixed bridge, brackets to 
include abutments 


1 2 X 4 5 6 7 8 

9 10 11 12 13 14 ^ 

^ 31 30 29 28 27 26 25 



REMARKS AND ADDITIONAL DENTAL 
DEFECTS AND DISEASES 


MEETS DENTAL 
STANDARDS 


LABORATORY FINDINGS 
















































r 


MEASUREMENTS AND OTHER FINDINGS 


51. HEIGHT 

52. WEIGHT 

53. COLOR HAIR 

[ 54. COLOR EYES 1 

55. BUILD: 

56. TEMPERATURE 

74 

168 

BROWN 

BLL 

FE 

□ SLENDER □ MEDIUM □ HEAVY □ OBESE 

98 


57. 


BLOOD PRESSURE ( Arm at Heart level) 


58. 


RU^SE ( Arm at heart level) 


A. 

SYS U8_ 

B. 

SYS. 

C. 

SYS. 

A. SITTING 

B. AFTER EXERCISE 

C. 2 MIN. AFTER 

D. RECUMBENT 

E. AFTER STANDING 
3 MIN. 

2)1 1 1 iNti 

DIAS - on 

RECUM- 

BENT 

DIAS. 

STANDING 
{8 min.) 

DIAS. 

ttO 




59. 

‘distant VISION 


60. 

REFRACTION * “ 



NEAR VISION 


RIGHT 20/ Jjf| 

CORR. TO 20/ 

BY 

S. 


OX 

$0/6 C0RRT0 

BY 

LEFT20/ on 

CORR. TO 20/ 

BY 

S. 

OX I 

7XU& C0RR - T0 

BY 


62. HETEROPHORIA {Specify distance) 


ES° EX° R. H. L H. PRISM DIV. PRISM CONV. PC PD 

CT 


63. ACCOMMODATION 

64. COLOR VISION {Test used and result) 

AOC 1946 18/18 

65. DEPTH PERCEPTION 
{Test used and score) 

UNCORRECTED 

RIGHT LEFT 

CORRECTED 

66. FIELD OF VISION 

67. NIGHT VISION {Test used and score) 

68. RED LENS TEST 

69. INTRAOCULAR TENSION 


70. 

HEARING 


71. 



AUDIOMETER 




72. PSYCHOLOGICAL AND PSYCHOMOTOR 
{Tests used and score) 

RIGHT WV 

/1 5 SV 

15 

/1 5 SV 

/is 

15 

/IS 


250 

256 

500 

512 

1000 

1024 

2000 
£ 048 

3000 

2896 

4000 

4096 

6000 
' 6144 

8000 

8192 

LEFT WV 

RIGHT 










LEFT 











73. NOTES ( Continued ) AND SIGNIFICANT OR INTERVAL HISTORY 


{Use additional sheets if necessary) 

74 SUMMARY OF DEFECTS AND DIAGNOSES {List diagnoses with item numbers) 


P 

u 

L 

H 

E 

S 








76. 


A. PHYSICAL PROFILE 


B. PHYSICAL CATEGORY 


SIGNATURE 


SIGNATURE 


-M 


b6 


SIGNATURE f 


/s/ 


75. RECOMMENDATIONS— FURTHER SPECIALIST EXAMINATIONS INDICATED {Specify) 


77. EXAMINEE {Check) 

A -X! IS QUALIFIED FOR 

B. □ IS NOT QUALIFIED FOR 


78. IF NOT QUALIFIED. LIST DISQUALIFYING DEFECTS BY ITEM NUMBER 


79. TYPED OR PRINTED NAME OF PHYSICIAN 


80. TYPED OR PRINTED NAME OF PHYSICIAN 


81. TYPED OR PRINTED NAME OF DENTIST OR PHYSICIAN {Indicate Which) 


82. TYPED OR PRINTED NAME OF REVIEWING OFFICER OR APPROVING AUTHORITY 


SIGNATURE; 


UUIVIBEK UP 1 AT* 
TACHED SHEETS 













Attachment to Standard Form 88, Report of Medical Examination 
For Information and Guidance of Medical Examiner 


Name of Examinee 
(Type or print) 


Last 



’tlS 



The following portions of the attached examination report form need not be completed: 


2 

62 

3 

65 

4 

67 

9 

68 

11 

'69 

14 

72 

17 

76 


46. Is necessary unless facilities for affording same are not readily available# 

48. Not required unless examinee is over 35 years of age or examination indicates such is 
desirable. 

49. Is necessary unless facilities for affording same are not readily available. 

71. Audiometer examinations should be afforded whenever possible. 


For All Examinees, Whether Clerical or Special Agent Applicants or Employees: 

The medical examiner should answ^x^k^Jollowing question: 

Examinee uClis □ is not qualified for strenuous physical exertion. 


To be Answered in the Case of All Male Employees and Male Applicants: 

1. Does examinee have any defects restricting or prohibiting his participation in defensive 
tactics and dangerous assignments which might entail the practical use of firearms? 



o a Yes If "yes" please specify defects. 


2. Does^exa^ defects prohibiting safe operation of motor vehicles? 

io □ Yes If "yes" please specify defects. 


If examinee ha s defect ive vision, should he wear corrective glasses while operating a motor 
vehicle? CD Yes CD No 

^ 1 




























































July 11, 1960 


Lit, James H. Gale 
Federal Bureau of Investigation 
Washington, D. C. 


Dear Ur. Gale: 

I am writing to express my sincere 
thanlm to the personnel of the Washington Field 
Office who were responsible for the exceptionally 
fine work done in connection with the recruitment 
of Special Agent applicants for the July 11, I960, 
class. 


MAS LED 9 

JUL1 1 I960 

r.oMM-pgi 


The results achieved in the appoint- 
ment of three men from those recruited by your 
office are indeed splendid and certainly a credit 
to your office. I want you to know I am most 
appreciative. V 


Sincerely yours, 

S« Edgar Hoover 


Tolson 

Mohr 

Parsons 

Belmont 

Callahan 

De Loach 

Malone — 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan 

Tele. Room 

Ingram 

Gandy 
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* Standard Form. 513 

promulgated August 1948 
By Bureau of the Budget , . 

Circular A— 32 

X 

• • 

UrtuA /03 

CLINICAL RECORD 

consultation sheet 


REASON FOR REQUE^TyV Qfymplaints and findings) 

dlzC ^ Jwtsj ; 


FROM. C Requesting ward or unit) w ‘ . 

av. %trM ^ ^ 


date of request 


im>sjAa f . 


Pla - 


&jy&_ <v c>k»JU- 4n.A^v^ 

cl j? l /ipy, , 


2 - jQtoifkrA j^n 6/<P 



CONSULTATION REPORT 


PLACE OF CONSULTATION 0* ROUTINE 

□ BEDSIDE § ON CALL □ EMERGENCY 


7 XS , cr ^ L ^-^ L &. 


d^p SL ^' l ^~ ^ 


A o , 


(Continue on reverse side) 



? ig si 


GAIS f uamesHenry 


IDDLE NAME 


IDENTIFICATION NO. ORGANIZATION 


REGISTER NO. 

FBI 


U.S+N.H. , mm. BetheadAj 1 

(NAME OF HOSPITAL OR OTHER MEDICAL FACILITY) 


CONSULTATION SHEET 

Standard Porm 513 


0. S. GOVERNMENT PRINTING OFFICE 13 — 56110-3 















'I? f " If I ^ V?*$ Pfl t *-S5^' f * v? ^ 


WHrS'USF NAME-FIRST NAMErM'WE'pE 

to to Henrf,'. . 



EARANCE 


□eus 


□ OTHER MICROSCOPiC FINDINGS (Sjfcffl 


□ OTHER TESTS OR EXAMINATIONS (Spidfl) 


REMS: 


□'MUCUS 


PARASITES 


STER.N0. 


DATEAND TIME# PASSAGE 





2 nd Specimen 


- i * r m 


KH 8-51 


(DAIEOfRBJRl) 

2W 


(PE Of HOSPITAL# 0 Tp«CAI, FACIUIY) 


.' (REPORT HADE BWiiSiob) 


Standard Form 514g Tromulratcd August 1918 
ByBureau of tho'BuddotrCirculir A— 32 


FECES 


OPO c^l6r50M 


j ^ i r , , p 1 i , , ' 4 T l < F ) 

* " L v * ** "'** * ' v '^ ^ iKS ^ <K. j i U *. k ti.jA'it 

















US: 



10 - 9-51 



(OT*6Hnii!ili) 


i. 


CicntSard Form Sift Pwarfuited Aucusi 1043 
By Bateau o! the Buduct — Circulir A— 22 
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Standard Form 
(Rev. Aug. 1950) 
Bureau op the Budget 
Circular A-24 
89-102 


REPORT OF MEDICAL HISTORY 

THIS INFORMATION IS FOR OFFICIAL USE ONLY ANO WILL NOT DE RELEASED TO UNAUTHORIZED PERSONS 


2. GRADE AND COMPONENT OR POSITION 





4. HOME ADDRESS ( dumber, street or RFD, city or town , zone and State) 


. 7. SE X 8. RACE 9. TOTAL YRS. GOVT. SERVICE 10. DEPARTMENT. AGENCY, OR SERVICE 

II MILITARY I CIVILIAN 

M .._ ... . VJ ffc (It I 

12. DATE OF BIRTH 13. PLACE OF BIRTH 14. NAME, RELATIONSHIP. AND ADDRESS 

QJ=£jlKMUh _____ 

1 5! EXAM 1NING~FACILITY0REXAMINER, AND ADDRESS I 16. OTHER IN FOR MAT 


17. STATEMENT OF EXAMINEE'S PRESENT HEALTH IN OWN WORDS. (Follow by description of past history, if complaint exists) 


-K^cri-L t'/vT 



INTERVAL BETWEEN PERIODS 
DURATION OF PERIODS 


WORN A BRACE CR BACK SUPPORT 


BLED EXCESSIVELY AFTER INJURY OR 
TOOTH EXTRACTION 


BEEN TREATED FOR A FEMALE DISORDER DURATION OF PERI 

HAD PAINFUL MENSTRUATION DATE OF LAST PERIOD 

HAD IRREGULAR MENSTRUATION QUANTITY: □normal Qe 


23. HOW MANY JOBS HAVE YOU HAD IN THE 24. WHAT IS THE LONGEST PERIOD YOU 
PAST THREE YEARS? HELD ANY OF THESE JOBS? 

MONTHS 


25. WHAT IS YOUR USUAL OCCUPATION? 


26. ARE YOU ( Check one) 









































CHECK EACH ITEM YES OR NO, EVERY ITEM CHECKED "YES” MUST BE FULLY EXPLAINED IN BLANK SPACE ON RIGHT 


/ 27. HAVE YOU BEEN UNABLE TO HOLD A JOB BECAUSE OF: 
/ yA. SE NSITIVITY TO CHEMICALS. DUST. SUNLIGHT. ETC. 
/ ^ INABILITY TO PERFORM CERTAIN MOTIONS 
^INABILITY TO ASSUME CERTAIN POSITIONS 
Sv. OTHER MEDICAL REASONS (If yes, give reasons ) 

28. HAV£ YOU EVER WORKED WITH RADIOACTIVE SUB- 
STANCE? 


29. DID YOU HAVE DIFFICULTY WITH SCHOOL STUDIES 
OR TEACHERS? (If yes, give details) 

J &\ HAVE YOU EVER BEEN REFUSED EMPLOYMENT BECAUSE 
OF^OUR HEALTH? (If yes, state reason and give 
Retails) 

31. HAVE YOU EVER BEEN DENIED LIFE INSURANCE? 

(If yes, state reason and give details) 

32. HAVE YOU HAD. OR HAVE YOU BEEN ADVISED TO HAVE. 
ky OPERATIONS? (// yes, describe and give 

yage at which occurred) 

/&. HAVE YOU EVER BEEN A PATIENT (committed or 
voluntary) IN A MENTAL HOSPITAL OR SANATOR- 
IUM? (If yes, specify when, where, why , and 
name of doctor, and complete address of 
hospital or clinic) 

34. HAVE YOU EVER HAD ANY ILLNESS OR INJURY OTHER 
THAN THOSE ALREADY NOTED? (If yes, specify 
when, where , and give details) 


35XHAVE YOU CONSULTED OR BEEN TREATED BY CLINICS. 
y PHYSICIANS, HEALERS. OR OTHER PRACTITIONERS 
WITHIN THE PAST 5 YEARS? (If yes, give cpm- 
jpfete address of doctor, hospital, clinic, 
Jand details) 

36. HAVE YOU TREATED YOURSELF FOR ILLNESSES OTHER 
THAN MINOR COLDS? (If yes, which illnesses) 


^37. HAVE yOU EVER BEEN REJECTED FOR MILITARY 
SERVICE BECAUSE OF PHYSICAL. MENTAL. OR OTHER 
REASONS l (If yes, give date and reason for 
Rejection) 


38. HAVE YOU EVER BEEN DISCHARGED FROM MILITARY 
SERVICE BECAUSE OF PHYSICAL, MENTAL, OR OTHER 
REASONS? (// yes, give date, reason, and 
type of jdischarge: whether honorable, 
otherjttfan honorable, for unfitness or an - 
suipdhility) 

3/hAVE YOU EVER RECEIVED. IS THERE PENDING, HAVE 
f YOU APPLIED FOR, OR DO YOU INTEND TO APPLY FOR 
PENSION OR COMPENSATION FOR EXISTING DISABIL- 
ITY? (//yes, specify what kind, granted by 
whom, and what amount , when, why) 


$0-. \IoJL 






3¥- 




c 


/V 






I CERTIFY THAT I HAVE REVIEWED THE FOREGOING INFORMATION SUPPLIED BY ME AND THAT IT IS TRUE AND COMPLETE TO THE BEST OF MY KNOWLEDGE. 

I AUTHORIZE ANY OF THE DOCTORS. HOSPITALS, OR CLINICS MENTIONED ABOVE TO FURNISH THE GOVERNMENT A COMPLETE TRANSCRIPT OF MY MEDICAL RECORD FOR PURPOSES 
OF PROCESSING MY APPLICATION FOR T HIS EMPLOYMENT OR SERVICE. A. ) /) sj 

TYPED OR PRINTED NAmToF EXAMINEE I SlGfUftURB 7, ~ jT/J 7/0 7/n 


40. PHYSICIAN S SUMMARY AND ELABORATION OF ALL PERTINENT DATA (Physician shall commenMnhll positiie answers in Herts SO thru S9) 


TYPED OR PRINTED NAME OF PHYSICIAN OR EXAMINER DATE 


NUMBER OF ATTACHED 
SHEETS 


*U.S. GOVERNMENT PRINTING OFFICE: 19^9 O - 518D1 * 





FD-281a (Key. 12-9-57) 


i 


RECEIPT FOR GOVERNMENT PROPERTY 
FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 


■q'fV 


I certify that I have received the following Government property for official use: 


D. C, Official Parking Permit, expires June 30, 1961 
MID 

D. C, Official Parking Permit, expires June 30, I960 


j? -j r 7 

S > ] 


READ 

The Government property which you hereby acknowledge • 
is charged to you and you are responsible for taking care ( 
of it and returning it when its use has been completed, (written 

DO NOT MARK OR WRITE ON IT OfT MUTILATE IT IN a5nat i 
ANYWAY. i* iW> 


Very truly yours, S-M 




K 


OPTIONAL FORM NO. 10 


UNITED STATES GOVERNMENT 

Memorandum 


Director, FBI 


date: July 22, 1960 


FROM SAC, WO 


subject: ATTEMPT TO COLIE CT UNJUSTIFIED CLAIM 

FROM SAC JAMES HCUGALE, WO 
PERSONNEL MATTER"^ 


JOn July 21, 1960, my wife advised meAhat she had re- 
ceived a communication from the Fairfax Credi jpBureau . Ill East- 
Main Street. Fairf ax VimiJiia..-, which communi^'n^nreflected 
tha t th^eneral G1 as.s._and^rxox„Serjy±ae_C.o^ 2 1 21 JL8th 

Stre e t..JN ^!£. . Washington, D. C., had turned over to the Fair- 
Tax^redit Bureau a ciaiin in xEe“ amount of $15.57 for collection. 

This notice demanded payment within seven days and re- 
flected that $14.16 of the total amount was for principal and 
$1.41 for charges; if a check was submitted within five days 
that the charges heed not be included. 

My wife telephonically contacted the Fairfax Credit 
Bureau to determine what this matter was all about, and was 
informed this had to do with a window glass that was installed 
in our previous residence, 7231 Forest Road, Hyattsville, 

Maryland, in 1957 by the General Glass and Mirror Service 
Company. 

My wife informed the representative of the Fairfax 
Credit Bureau that she recalled that the General Glass and 
Mirror Service Company had put some window glass in our apart- 
ment and proceeded to relate the following circumstances to 
the representative of the Credit Bureau. . 

ill "hh\ 

Sometime during 1957 » the%Sampson Elect.ric^Company 
was contacted by my wife and a contract was ’“entered into for 
the installation of a bedroom air- conditioner. During the in- 
stallation of this air- conditioner, an employee of the Sampson 
Electric Company, who was doing the installing of said air- 
conditioner, accidentally broke the window. He advised my wife 
of what he had done and told her that the Sampson Electric 
Company had insurance to cover this and that they would order 
the window replaced and / pay for same. 

(2)- Bureau 1c. 1) r - . ^ . 

JHG: MCP v 'V- ^/,r 


(3) ku. v ri 

JUL 'l £ 







Re: Attempt to Collect Unjustified Claim 

from SAC James H. Gale, WO 


Thereafter, a representative of the General Glass 
and Mirror Service Company came to our apartment and installed 
the glass. Neither my wife nor I ever placed any order with 
the General Glass and Mirror Service Company. The order was 
placed by the Sampson Electric Company, and the Sampson 
Electric Company agreed to pay for same. 

Several months after the installation of the window, 
my wife received a telephone call from a representative of the 
General Glass and Mirror Service Company, inquiring as to 
whether she would be willing to pay for the window glass. This 
individual explained that the Sampson Electric Company was 
going out of business and that they were having a great deal 
of difficulty in collecting from them and they felt somebody 
should pay this bill. My wife informed this individual that 
she never ordered any window glass or any service from the 
General Glass and Mirror Service Company. She explained to 
him that this glass was broken by the Sampson Electric Company 
and that the Sampson Electric Company had ordered said glass 
from the General Glass and Mirror Service Company, and that 
she felt we were under no obligation whatsoever to pay for 
this claim. Nothing more was heard concerning this matter for 
well over two years until this claim, addressed to my wife, was 
received yesterday. After hearing these facts, the representa- 
tive of the Fairfax Credit Bureau indicated to my wife that he 
felt we should pay this bill because we had the benefit of the 
window glass and that a failure to do so would be listed against 
our credit. 


In view of the fact that instant window glass was 
ordered by the Sampson Electric Company from the General Glass 
and Mirror Service Company and a valid contract existed between 
these two companies concerning this matter, to which neither my 
wife nor I was a party, I feel I have neither a legal nor a 
moral obligation to pay this claim. The representative of the 
General Glass and Mirror Service Company had previously expressed 
to my wife that they were having difficulty collecting from the 
Sampson Electric Company because it was going out of business, 
and it is my understanding it is now out of business. There- 
fore, they are apparently trying to collect from me and I have 
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Re: Attempt to Collect Unjustified Claim 

from SAC James H. Gale, WO 


no intention of paying this unjustified claim. The Sampson 
Electric Company was acting as an independent contractor in 
installing this air- conditioner and certainly could not he 
construed as my agent by any stretch of the imagination. 

Of course, I paid the bill for the installation of the air- 
conditioner in full as soon as this job was completed. 

I have addressed a letter to the Fairfax Credit 
Bureau, with a copy to General Glass and Mirror Service Company, 
concerning this matter and setting forth the fact that I have 
no legal or moral obligation to pay this claim. This is 
obviously a high-pressure attempt on the part of a collection 
agency to collect from me a bad debt from an insolvent 
corporation. 


- 3 - 


100 Bos fora Coi rt 
Fairfax, Virginia 
July 22, 2960 


airfax Credit Bureau 
:iuite 260, ; llicott B 116 /.Kg 
1X1 East alii street 
Fairfax, Vlr^ In i ■•« 


Gentlenenj 


»y Ktfe has brought to :y attention, tue 
ciai '-.h« ch you are attempting to collect m behalf 
of tne 5c 'oral Glass and -firror Service Co »pa^v in 
t c amount of $11*16, m $ $1.41 in charges, ijfcina 

r total of $14,57. 

-s Me pa fitted cut to ya. r representative 
yesterday by telephone, ve contracted s.'ltb the 
Sampson > lectric Company sons time in 1957 to In- 
stall a bedroon air-conditioner. During t c coarse 
of this installation by the Sampson rieetric Co 'oany, 
t"ty accidentally bro e a window. They called this 
to the attention of jv wife and told her t hot their 
insurance covered such accidents nnd that they * ov Id 
tr*\c the necessary steps to order end pay for" the 
installation c.f rev window glass* 

r ereafter, the sa-fpson riectric Co-many 
apparently contacted the General Glass nnri Irror 
•service Coipcny, inns v ch ns shortly thereafter a 
representative of the General Glass and Hrror 
Service Company appeared at oar apartment, "221 
forest Kcad, e t Village, ryattsv.'lle, MrylmM, 


and Installed said window glass * ?\either iy wife 
no r I ever placed m order with the Ge-errJ*" Glass 
and 'irror Service Company* The order wan placed 
by the Sampson Electric Company anti, therefore, any 
contract whlcli ex. 5 tea ^8 between the Sa^cson 
tlectrlc Company nn«1 the General Glass and* ' error 
Service Co pany, 'eitior ny » fe nor 1 '-ms a part ’ 
to this contract# "either hy wife nor X ever jimr- 
.^nteed payment tc the General Glass r.nd Mirror" 
service Company should the Sa-pson Electric company 
default in payment of this obligation. 

After the glass had been installed for n 
ncnlh or two, -*v ^ ife received a telephone call fro 
a representative of the General Glass and Mrror 
Service Co- -pan y ashing her if s-e Ovle he wiili g 
to pay this bill, he pointed out that thoy w?.d ~cde 
efforts to collect sa:e fro the Sanpson Tlectric 
Conpar.y, but that this company was going out of 
business &■ d their efforts to collect tnis hill fro • 
the Snnpsoc llectric Co-pa.-y -td been negative, we 
further advised her tat the General Glass anti f lrror 
Service Company felt that somebody should pay tn»s 
bill* hy wife advises ne tiat she told iw tiat she 
certainly agreed that their clai should be paid, 
i : ■ t that it should Me paio by the uiti ivid’-aJ. with 
? po-.< they ftaa done business, to Kit, the fia^nson 
» lectric Co pony. 

As yo know, we have heard nothing con- 
cerning this natter for the past two years until 
we received instant collection notice* It, t ere- 
fore, appears that General Glass and i irror service 
Co panv ir-ve been unsuccessful Ln their efforts to 
collect tr.is mount fro s the sa ipson Electric 
Company, which 1 understand is now out of business. 


I.i the IItj.it of nil c* res istances, I 
tief littely clo not feci that «-,e have any obligation 
either legally or ^orally, tc nay this clal:- and, 
therefore, art resoectr 11 v tied I.i hi >j to ;'h e y 
payment on this ciai v 

Tery truly yerrs. 


Ja es Jf. Gale 



•ML INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE 


dec 

bXL^CI m . 


* s * v 

/T" r 

* 

Selmontv/ 


A. Branigano) 

\\> Jy 


subject: 


EXEMPTED FROM AUTOMATIC 
DEC LASS IF I CAT I ON 
AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DEC LAS S I F 3 
EXEMPTION CODE 25X<1,6> 
DATE 06-02-2011 


Tolson . 
Mohr «as 
Parsons 


ru4buu^ * r - 

E CLASSIFICATION GUIDE Belmont 

2 bx a , s j — 


date: July 19, 1960 

1 - Mr. Parsons 
1 - Mr. Tamm 
1 - Mr. Belmont 
1 - Mr. McDaniel 
1 - Mr. Branigan 
1 - Mr. Litrento 


SeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan . 
Tele. Room — 

Ingram 

Gandy 






si'- 


iVasnmg-con r: 


Because of the voluminous material and certain technical 
and security problems involved limiting the availability of the 
anonymous source, it v/as necessary to co n tact, this s our c e__q nfo ur 
separate occasions to obtain all the information available, these 
WnTac'tS - to'olr'pl ace on the nights of April 25-26, 1960, May. 3.-4,. 

1960, June 29-3J, 1960 and June 30-Ju.ly.„l., i960. Or- of the technical 
problems involved the handling of cryptographic tapes contained in 
locked metal cylinders which required especially skillful handling 
by FBI Laboratory personnel. 


SAC, y.'FO , recommends incentive awards of i 

the follow in" agent personnel/. SAl 1 

SA ROBERT n. VBUER, SA D2NSIL E. /MOORE, SA| s „ 

and SA CHARLES BjTEBBS. The Stfc points out that ti 
participated in tjie successful development and co.nt; 
anonymous source 'and that bold and imaginative plan: 
exercise of a high degree of investigative ingenuit; 
by these agents in solving the problems inherent in 
objective. The SAC also points out tnat each or mi 
showed complete disregard for their . convenience and 
hours and took great personal risk in developing an 
the anonymous source. < 


:h tor 


nesp } agents 
act of the 
ning and the 
:y 'were necessary 
l achieving the 
tese agents 
t normal v/orking 


>.1-60-62456-237 


A?L:mst £ 
(7) > 


4 1 


f * 


REC-K3 


See Addendum Administrative Division page oa. 


•Enclosure!?' 



SECRET 


Mem orandum Branigan t o Belmont 
Re:F I b i 


to SAs 



recommends that similar awards be made 
and S. V» ARREN /MARSHALL of the FBI 


'urther. 


material be commended. 

SAC, mFO, also recommends a general letter of commendation 
be sent to his office in recognition for the excellent services 



OBSERVATIONS; 

This operation was a culmination of careful and meticulous 
planning. The agents involved demonstrated outstanding investigative 
ingenuity and resourcefulness with complete disregard for their 
personal convenience and normal working hours. The material could 
not have been obtained in any other manner. 

RECOmsrOATIOH.3: 



(2) The Domestic Intelligence Division concurs with the 
recommendation of SAC, "./FO, that other agent personnel of nrO be _ 
given recognition for their excellent services in affording security 
to this operation through a general letter of commendation to WO; 
that the SAC, WPG, be authorized to place copies of this letter m 
the files of the Special Agents concerned. 

(3) "Vith regard to the recommendations j)£ the SAC^ VvFG , 
concerning FBI Laboratory personnel , the matter of appropriate 
recognition for their services in this matter is being left to the 
discretion of the FBI Laboratory. 


- • T' J 

■? P-A 


SEE LABORATORY ADDENDUM next pagv 
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Memorandum Branigan ro Belmont 

R« 1 I 


bl 


cc - Mr. Parsons 
Mr. Tamm 
Llr. Belmont 
Mr. McDaniel 
Mr. Brarigsn. 
Mr. Litrento 


ADDENDUM (CFD: rnn; 7-21-60) 


The Laboratory concurs with th ^ recommendation of the 

]and 


b6 


Washington Field Office that Sped, al Agents 
S. Warren Marshall receive incentive awards in the amount of $250 . 00 each. 

In addition to Frazier and Marshall, other Laboratory employees 
listed hereinafter participated in this operation, worked unduly long hours at 
considerable personal inconvenience, and discharged their responsibilities 
in a highly effective manner: 

George A. VBerley "" 

James C.VCadigan ' ‘ 


[ 


Joseph M./vEnglish, Jr. 
Paul A. > Napier 


be 


Earl I-LV Williams 

, . .. 

A letter of commendation addressed to the^' Laboratory Division/ is 

recommended with copies designated for the files of the personnel 
mentioned immediately above. 


/ yA 




$ 


l-f/: 

y / ■; 


OTP „ 
22j 


E ADDENDUM 'OF ADMINISTRATIVE DIVISION PAGES 3a, 3b, ana 3c. 
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DBM 

ADDENDUM OF ADMINISTRATIVE DIVISION r KEB:dbm 7-27-60 


The performance of SAs of WFO and the Laboratory in overcoming 
unusual difficulties under hazardous conditions while developing and contacting this 
highly sensitive source has justified incentive awards for them. The plans were 
made and executed with the exceptional skill which such operations demand. — Althoug^ 

not inten ded to minimize the very fine performances of La boratory Agentsl b6 

land S. Warren Marsh all, it is felt that Supervisor j 

and SAs | Robert W. Feuer, Densil E. ivioore, ana canaries W. 

Tebbs, who were responsible for the basic investigation, planning, co-ordination, 
and security in addition to making 4 actual contacts, are deserving of greater av/ards 
in proportion to their contributions to the success realized. 

BUREAU RECORDS OF AGENTS RECOMMENDED FOR INCENTIVE AWARDS 

Theservices of each of the following have been satisfactory during the 
past 3 years. Each was rated Excellent on his 1960 annual performance rating. 

Each is completely available and their weights are within desirable limits. There 
follo ws additional specific comments. 

SA l ~l SOD as SA 4-1-45 and is in grade GS-14, 

$12, 990, commended 4 times,' censured once and received 5 incentive awards, 
overtime above average each of last 6 months. be 

SA EOD as SA 6-30-52 and is in grade GS-12, 

$9,215, commended once, no censures and no incentive awards, overtime above 
average 3 of last 6 months. 

SA Robert W. Feuer, EOD 3-21-50 and is in grade GS-13, $10, 635, 
commended twice, no censures and received 5 incentive awards, overtime exceeded 
average 2 of last 6 months, and he had substantial daily average of 2’22" compared 
to office average 2 , 27 M . 

SA Densil E. Moore., EOD 3-31-47 and is in grade GS-13, $11, 155, 
commended once, no censures and received 6 incentive av/ards, overtime above 
office average one of last 6 months, however, contributed daily average 2’13 n com- 
pared to office average 2’ 2 7". 

SA Charles B. Tebbs, EOD 2-5-51 and is in grade GS-13, $10, 635, 
comhiended once, no censures and received 5 incentive av/ards, overtime above 
* average 5 of last 6 months. 


SECRET 


. G' ; c >' 



(Addendum continued:) 


SA| EOD as SA 12-1-42, grade GS-14, $13,250, bg 

commended 6 times, censured 3 times and received 7 incentive awards, overtime 
above average one of last 6 months with daily average of 2 , 18 n compared to 
Laboratory average of 2'37”. 

SA S. Warren Marshall, EOD as SA 2-1-42 and is in grade GS-14, 
$13,250, commended 5 times, censured 7 times and received 2 incentive awards, 
overtime Ms been below average for o months, however, contributed substantial 
daily average 2 , 25 M compared to Laboratory average of 2 r 37 ,T . 

Based on approved tables for determining the amount of incentive 
awards , the performances of the above Agents are considered to be of moderate 
value and broad application to the v/ork of the Bureau entitling them to awards of 
from $L 50 to $300. 

SAC, WFO, and Domestic Intelligence Division recommended that 
other WFO Agents who capably assisted in affording necessary security during contacts 
with the source be commended through the SAC. 

The Laboratory also recommended a general letter of commendation 
for inclusion in the files of other Laboratory Agents who discharged their respon- 
sibilities in a highly effective manner. 

RECOMMENDATIONS: , , / 

7 , z_, — ^— | / «/ 

J 1. That WFO Supervisor tnd SAs Feuer, Moore, 

and Tebbs each be approved for incentive awards of $200 (amount recommended is 
in line with previous awards granted for similar performance). 


1 


A v , 

f; 






- : w 


- > ; ** ' * 


SAC. 


W' 


2. That other WFO Agents who participated be commended through 
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? Vv. 

Xy -r- . 
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(Addendum continued:) 


3. That Laboratory Agents 




and Marshall each, be approved 


Job 


for incentive awards of (5150 since each made one contact with the source. (Amount 


recommended is in line with previous awards granted for similar performance. ) 


V ’/' 1 


j/'bb> 


r‘ a' b 


Cffr 


1 


/ 






4. That oth'^r Laboratory personnel who participated be commended 
through Assistant Director ldZamm._ 

Q/i u 
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J 
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PERMANENT BR IEFS OF PE RSONNEL FILES OF SAS[ 


MOORE, TEBBS, 


FEUER 


AND MAR SHALL ARE ATTACHED. 



OPTIONAL FORM NO. tO 


UNITED STATES GOVERNMENT 

Memorandum 


subject: 


Director, FBI 


SAC, WO 


date: July 25, I960 


ATTEMPT TO COLLECT UNJUSTIFIED CLAIM 
FROM SAC JAMES HCGALE, WFO 
PERSONNEL MATTER 


Remylet July 22, 1960. 

On July 23- iQfio. t received a telephone call at 

my home from a Mr.| I, who advised he was a repre- 

sentative of the Fairfax Credit Bureau. He stated he had 
been talking to my wife concerning the claim from the General 
Glass and Mirror Service Company which they were attempting 
to collect. 

I explained my position to him, as outlined in my 
letter to the Bureau, and told him I had written him a letter 
concerning this matter, wherein I had declined to make payment 
in view of the f act I felt I had no legal or moral obligation 
in this matter. I I stated that he had been furnished 

a copy of a document which was signed by my wife. I asked him 
what the nature of the document was, and he said it was an 
invoice. I told him it was my understanding that this invoice 
was signed by my wife to reflect that the work had been done 
by the employee of the General Glass and Mirror Service 
Company. He admitted that this was true. I informed him that 
certainly could not constitute any contractual obligation, to 
which he also agreed. 

Mr. I L after hearing me state my side of this 

matter, advised that ne certainly agreed with me that I had no 
legal obligation to pay this claim. He then stated, "Off the 
record, we have tried to locate the owner of the Sampson 
Electric Company and could not." He pointed out that this man 
had gone into bankruptcy, and he stated that they were "making 
a last ditch attempt to collect this matter by contacting me." 


by me. 


No further action is contemplated in this matter 


(^Ty- Bureau 
1 - WO 
JHGiMCP 
(3) 


REG-1381 


8 JUL2S 


.L — U- 



s- 




ALL INFORMATION CONTAINED 
HERE III IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE 


EXEMPTED FROM AUTOMATIC 
DECLASSIFICATION 
AUTHORITY DERIVED FROM: 

FBI AUTOMATIC DECLASSIFICATION GUIDE | 
EXEMPTION CODE 2SX<1,6) 

DATE 06-02-2011 


August 4, IdGO 


Mr. James Ji. Gale 
I ederal Bureau oi investigation 
Viashington* 0. C. 


Dear Mr. Galu: 


I am taking this opportunity to thank the 
agents oi the v>asiiington I* ield Office who rendered 
very excellent services in connection with the devel- 
opment and contact oi a highly conudential source oi 
iniormation of great value to the Bureau in the security 
ueid. 


c n 


(S) 


(S) 


Tolson — 

Mohr 

Parsons - 
Belmont ^ 
Callahan . 
DeLoach . 
Malone — 


These men discharged their individual 
assign* neats with exemplary thoroughness, ability and 
alertness, thus contributing in a material manner to 
the highly successful results realised. They worked 
many long hours at their own inconvenience in order 
to insure the success of tb*s operation. I want you to 
commend each man for lii^ splendid porformuacW. 

| Jincerely yours, 1 

i fJo SwVX'Y' tj. , -v 

' < ' 

1 - 3AC , V.-FO (Personal At tention) 


— o 


7J7 


r4 i 


v ! l Place a copy of 

this letter in the files of all participating peroumiel with the exception 
of those who W®i*e individually recognized. 

CMT 
(13 


bl 


I 


l 


ilivan , 





Os 


I I 




(over) 





Copies prepared and attached for placing in the following files: 


Robert L. Shackelford 
Robert M. Franklin 
Carl W. Buchholz 
Edward W. Pennypacker b6 
Densil W. Moor e 


Earl Charles Bevels 
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July 28, i960 



Mr. James H. dale 
federal Bureau of Investigation 
Washington, D. C, 




V 


JUL 2 8 1960 

. COMM-FB! 


J olsor. . 
ohr 


[arsons 

elrr.cnt 

aliahan 

I e Loach 

lalone 

cGuire 

03 en 

a-*. * 

rotter „ 

t C. Sullivan 
ele. Ream _ 
|grar ___ 
niy , 


V 


J 


£iear Mr. Gale; 

1 am taking this opportunity to commend, 
through you, the agents of the Washington Field Office 
who performed in such a capable manner in the inves- f 
tigatiOnb of the Unlawful Pilffht tn Avoid Prosprufinn-" 1 ! i 




Rape case involving! |and the 

Unlawful Might to Avoid Confin ement-Murder case 
involving 


rrj 


CD 




t~j 


These men made a major contribution to 
the success achieved in the apprehensions of these 
dangerous fugitives through the highly skillful, discreet 
and resourceful manner in which they carried out their 
assignments. Their services reflected unusual dili- 
gence and an exemplary devotion to our work. Please 
convey my sincere thanks to all for their superb— 


CD 

70 

o 

o 


efforts. 


0 i * 



Sincerely yours, 

■' •: r ; J :-.v ' no ovar ' 


’SO 


•bo 


o 


CO 

m 

ro 


1 - SAC, WFO (Personal Attention) 

^ Place copies of this letter in files of agents who participated 
in these investigations but were not individually commended.; t. 
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August 11, 1960 

PERSONAL 


/ 

( 

Mr. James H. Gale 
Federal Bureau of Investigation 
ar.hington, L'. C. 


Dear Mr. Gale: 

I am taking this opportunity to ex- 
press my appreciation for the excellent job you 
did in connection with a racenl operation of vital 
interest in the security oi our country. 


Your splendid over-all supervision 
and loader. hip oi this delicate undertaking were 
ret pons ible in no email degree for the raccost 
achieved, which should certainly o~ hi con. ldornolo 
beneat in thin important phase o£ our operations. 

It is a pleas are to commend you. 

inceroiy yours. 


Tolson 

Mohr 

Parsons 

Belmont 

Callahan 

DeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan 

Tele. Room 

Ingram 

Gandy 



t 

MAIL ROOM □ TELETYPE UNIT □ . • 



Air. Jamah H, ' O J.e 

Federal ture&u of investigation 

Washington, Jt>. C, 


Dear Air. C.4e: 


1 


ToJson . 
Mohr 


% 


it it s. UU“'- to llitAllt J 00 , liiXOUgil 

you, f in the t 1 - einm.Ton vioid Office 

for me iKyiomJid wtuvc uonu in the invci tigaduu «nu 
Uppreuemion tu evouc-i i. *_lvwuJ juyicb, uti jL.*<L.aUi.ik. ution 
Oit%i riigiUve uic. itu la^yc .i. or. ~n (Miiav.vui -limit to 

i*iX>lA£ rxOl Ult.or \ j * ' , t*' 


C3 


\rt 


3&o 


'.O 


o r 




- iU», 

iikiuwut 

. 4- 

4»' s 

fei 

f' 


yuuV 



uau to'ui^ Vo-cy 


«k 

n ili C AO cl :> oiiL 




u> 

Ok 

~o 

ac 


Parsons 


Belmont 


Cnllnhnn 


DeLoach 


Malone 

\\J 

McGuire 

Rosen 

W 

Tamm 

i V 

Trotter j 

A 1 

W.C, Sullivan 

) 

Tele. Room 

\ " 

Ingram 


Gandy 

MAIL 

kl__l 



k. Jv hi i-i J.'ACt JJ fjl le'A’-J.; A) -JLl l, to -' i 
Avj . . bin. Ot UilL i ,u>JU.iu£ ‘ 

Liorou^ii. ■- n r ; ;jc?{iuvu i nnncr in , 

I.I.-V tU'Ja j 'Jl, , di ;,cC. tuiii' xui^Oll- 

►aiOilii.t-wJt , i au^eeiase youi* o*j:elL.iU p jiVoriTiirnc j laid 
X want you to express': my aprre cintion to the imvn who 
tiurticipat«ci. 

Sincerely yourt, , - ' , / ,. 

t , K , * * ^ 

1 - oAC, V FO (Personal AlteMMri) H0 * 

Bared on information submitted by you the I^reau has concluded that 
individual letters of commendation are not warranted, with the ’exception 
of ok Pplkinhorn, who has been individually recognized.'^ Place a copy of 


Based on letter from VFO, 8-9-60 and addenda Investigative Division, 


CMTrrd 


so&il) .1 , 


TELETYPE UNIT 


□ 


Copies prepared and attached for file's of: OVER 




, F.D-2S3 (Rev. 3-28-60) 



Jjt Reply) Please Refer to 
File No. 


• ft 

UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 

* 

WASHINGTON 25, D. C. 


Director 

Federal Bureau of Investigation 
United States Department of Justice 
Washington, D. C. 

Dear Sir: 

For inclusion in the fund to be paid to the designated beneficiary of any Special Agent of the FBI who has 
previously contributed to this fund and who dies from any cause except self-destruction while employed as a Special Agent, 
I am forwarding herewith (by CHECK - MONEY ORDER) the sum of $10, payable to the Assistant Director, Administrative 
Division, FBI, to be included in said fund. Payment will be made for death by self-destruction after the Agent has been a 
member of the fund for a continuous period of two years. It is understood and agreed that the sum tendered herewith is a 
voluntary, gratuitous contribution to said fund which I understand is to be administered in the following manner. 


RE: SA 


James HI /Gale 


(Type or 'print plainly) 


The Director of the FBI will appoint a committee which shall consider all matters pertaining to the acquisition, 
safe keeping and expending of said fund, which committee will recommend appropriate action to the Director in pertinent 
matters. The Assistant Director of the Administrative Division of the FBI shall receive all contributions and account for 
same to the Director. Upon the death of any Special Agent who is a member of said fund the appointed committee will consider 
the case and submit a recommendation to the Director as to its conclusions. Appropriate instructions will then be issued to 
the Assistant Director of the Administrative Division, directing him to pay to the designated beneficiary the sum of $10,000, 
The liability of the fund shall not under any circumstances exceed the amount of monies in the fund at the time any liability 
shall occur. The following person is designated as my beneficiary for FBI Agents' Insurance Fund: 


Name 



Relationship 

Wife 

Date 

9/7/6C 

1 

Address 



IQO.Boxford Court. Fairfax, Virginia . be 


The following person is designated as my beneficiary under the Chas. S. Rotes Fund providing $1500 death benefit to 
beneficiary of agents killed in the line of duty, other than travel accidents. 


Name 

a 


t tLl 


Relationship 

Wife 


k 'Address 

/ Am Boxford Court,- fairfax. Virginia 




*>>‘j iiy 


Very truly yours 




■pedal Agent 




: -- , ' y*c . v * " 

.*■ silTr 


September a, ISdO 


Mr. James H. Gale 
Federal Bureau of Investigation 
Washington, D. C, 


Bear tor. Gale: 


It is Indeed a pleasure to commend, 
through you, the agents of the Washington Field Office 
who performed in such a capable manner in connection 
with the investigation of a matter of the utmost impor- 
tance to the FBI in the security field. 

These men displayed an unusually high 
degree of enthusiasm, resourcefulness and discretion 
in carrying out their individual assignments with the 
result their services were of major consequence in 
the splendid success acuieved. 1 was very impressed 
with the excellent manner in which this delicate under- 
taking was handled and they should entertain a feeling 
of pride for their fine contributions* l want you to 
convey my sincere thanks to all for a job especially 

" ne - 3oy t . 

Sincerely yours, 

- 4ft, Sagas Hooves? - > 


1 - SAC, WFO (Personal Attention) 

. Re: Operation Civil Rights. Place copy of this letter in 
of -agents not individually commended.* t 
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Memorandum 


Mr. Callahan 


from : C. R. Davidson 1 


date : August 11 , 1960 




Tolson 

Parsons 

* jBOlmont .--T 

fj^llahaif^Z 

(y/ DeLoach 

^ Malone 

if McGuire 

J Rosen . 

Tamm 

Trotter 

W.C. Sullivan . 
Tele. Room — 

Ingram 

Gandy 


xJ, 3 *r.ic-s r / I' 

subject|^ENIHG^TAR JCJE.WS P APER-AROTCjLE 
^%Q NEED FOR SPYING -JflE, 

' v f8-ll-60 EDITION ]/ , 

i r ■ / u 

In connection with the above captioned article which appeared m the 

Evening Star today, Mr. Wick in Mr. DeLoach's Office advised the idea for this 
article was conceived by SA Thomas W.//Leavitt in the Washington Field Office. 


SA Leavitt advised that the Association of the United States Army (AUSA) 
would hold its annual meeting at the Sheraton- Park Hotel, Washington, D. C. , 
8/8-10/60 and from past experience would probably be covered by representatives 
of the Soviet and Soviet Bloc Country embassies.- SA Leavitt thought that an 
interesting feature story concerning the activities of the Soviet bloc representatives 
gathering quantities of material at the AUSA meeting could be unobtrusively obtained 
by a press photographer and that arrangements could be made to identify the Soviet 
bloc personnel in attendance in a discreet fashion to a cooperative representative 
of the press. SA Leavitt’s suggested plan was adopted and SAs John^Kf^skelly and 
Harold Fy Charron, Jr. , WFO, were assigned as spotters at the AUSA* meeting and 
through prearranged signals identified Soviet and Soviet Bloc Country representatives 
so that they could be photographed by the press photographer. , { „ / 

Si nines 

Mr. Wick has recommended that SAs Leavitt, Cuskelly, and Charron be 
commended by letter on today’s date. . He also recommended that SAC, Gale, WFO, 
also be commended for his splendid over-all superviaion_of-this.diel-iGate-matter .71 


RECOMMENDATION: 


iioOSBEEl 


67 - V 

Searched 


Nirvierod 




x> /MiG 23 : 260 , 

That attached letters of commendation add^_sae.d_to_S.AC^,Gale-and-SAs- J 


Leavitt, Cuskelly, and Charron be sent. 


NEM:jrc 

(3) 

1 - Mr. 
Encs. 


yju- 


Wick 


[/oJt-U 








j. s\JL*u 
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lr t - 
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6 SEP 


J /ft r<> / c y 
p/3o/to <p>/V 


DIRECTOR \f 
* SIGNATURE 

- > »7-AM mrz 



£TTANDARD«*chM tiO. 6* 


TO PIRECTOR, FBI 


UNITED STATES GOVERNMENT.*' 


(88-14084) 


DATE; 8/9/60 


- L ' V - 


hJp^SkC, WFO 



UFAP -MURDER 
00: IP 


(88-1983) 


,aka, FUGITIVE 

[/■ .■ 

,■) - h : •( j r /f 


J7.m i H- L 


| i s alleged to have shot and killed 'his fiancee, EVELYN^ 

BARNETT on 2/2/58 t at TnHiananolis Indiana, At that time, he' b6 

and BARNETT were riding in I \ A local 

murder warrant was issued 2/ 4/58 and Bureau assistance was re- . 
quested to locate' and apprehend subje ct on 2 /20/58. On 2/21/58, 
a Federal warrant was issued char ging | | with UFAP~. MURDER. 

No definite information regarding l | location was developed 

since the murder. 

t 

On 7/21/60, I ~1 

called WFO rppnrt. -casing some time duri ng the previous sum- ■ 
mer, a coLoJieiLjiale whom he believed to be | 1 

He stated | had worked as a janitor at the Potomac House 

Apartments , 25t n and K Streets, N. W. This case was assigned 
to SA J. HENRY POLKINHORN who conducted the following investi- 
gation: 

It was determined from I that he . I a't — 

the Potomac House Apa rtments and that | | had been a 


It was determined from| | that he I I — L-SA — 

the Potomac House Apartments and that I | had been a 

| | |stated he was almost po sitive uib 

person working at the apartments was identical wit.lt t how- 

ever, he could not furnish the name being — u-s-e d~b-y— -t-h-i-s— -p^-r-s,on-.. . 

.. r ><- - 'k/ f / • 


advised SA PULK-JLlNttUKiN jp.n< 
sembling subject had been employed thqre a s. V i frn . 

proximately February, 1959, to July, 1959. 

not furnish the name of this individual but state* 
fired for sleeping in the lobby. 


pc-guld* — ' b 

ie had been ,. a 


iyA 


It was determined that the present | f 

I chas served in tnat 

.capacity for just a couple 61 mourns aid could not identify 
photographs of subject. She could not determine from ner 
records whether or not subject had ever been employed there 
It wa4 dete rmined subject ^ application had previously seen 

j _ _ j. ia l I I o+o+orl cnh i PP.t. Hftfin T t. filv W3 S 110t W I 


A# 


destroyed A 

w 


7 Bur ea-itJ/ 

7 WFO 

JHG : VP’* ... 

Sneiesures (2) 


| stated subject definitely was not work- 
‘I^diflMENDATIONS OF INVESTIGATIVE DIVISION PAGES 5 and 6. 

See Addendum Administrative Division, page 6a. 


ind there at that time. She furnished the name of ^ 

as a present employee who could possibly identify 


subj ect . 

On 8/3/60, 
subject as 


a man who 


positively identified the photograph of 
had wnrl j-Rd as a janitor at Potomac House 


Apart. fflpnt. g iinrfsr £he name of , 

stated) was ho longer working there and that he had been 

fired for sleepi ng in the l obby of the apartments during the 
Summer of 1959. | I said subject was driving a 1957 

Mercury automobile. He said he had no idea of subject’s 
present whereabouts. 


A check of police records reflected[ 

the owner of a 1957 Marcurv. D. C. License I 
dence was listed as 


was 


] His resi- 


NHQRN determined that Mrs. 


SA POLK 
lady at 

identified the photograph of 
residing in an apartmen t at 
years using the name off 
he had a girl friend, [ 


IV 8/4/60, she 


|as a person who had been 
her home for app roximately 2 Yz 

She stated 


] 


Road, N . W. She stated also subject had a rifle, pistol and 
.p.ossibly a shotgun. 

other 

SA POLKINHORN interviewed numerous /persons in connection with 
this case but none could furnish any information pertinent to 
the investigation. 


be 

b7D 


was the land- 
posit ively 


be 

b7D 


On the afternoon of 8/4/60, I assumed personal on-the-scene 
supervision of this case in an- effort to effectuate the appre- 
hension of the subject. Four other Agents and I staked out- 
selves out appropriately at the subject’s residence in order 
■to apprehendhim when he came home. We had been advised he would 
come home at approximately 6:30 P.M. 


I placed several cars containing other Agents outside the im- 
mediate area where they would be readily available in case 
they were subsequently needed but had them so placed as to not 
heat up the neighborhood. We were able to communicate with ' 
these cars by means of a handie-talkie inside the subject’s 
house. 


Subject did not ow -i wo h omo nih on anticipated and I thereupon 


instructed SA 


to commence cruising the 


streets to see it ne couia possibly spot subject’s car. Sub- 
ject’s car was spotted between N an fl 0 Stree ts on 8th Street 


and placed under surveillan ce by SA[ 

CALVIN R. 


SAs [ 


our nanaie-taikie 


to 


FORD anq 

] were immediately dispat ched by means of 
the location of the car and whiLe they were en route, 
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] 


be 



a person entered the car with two unidentified females and 
drove away. Surveilling Agents could not determine whether 


in. view of a 
Sunrei II ing Agents ad- 


this was subject or his friend, 

fairly close physical description, 
vised that subjept had let out the two unidentified females 
and was proceeding away from the vicinity of his residence. 
I thereupon gave instructions to surveilling Agents to stop 
subject's car in an endeavor to determine if he was the 
driver and if so, to apprehend him on the street. At that 
point, subject had pulled jin next t o the curb on Buchanan 
Street and Agents FORD and 
him. Agents [ 


Jparked directl y behind 

Tnfront and Aqent l~ ~1 


adjacent to him. After they were successful in hemming in 
the automobile so subject could not drive away from the curb, 
he was approached, admitted his identity and placed under ar- 
rest by these Agents. 


I feel that SA POLKINHORN did an outstanding job in connection 
with this investigation. He pursued this case with extreme 
vigor and enthusiasm. It will be noted here that he inter- 
viewed a considerable number of colored individuals, some of 
whom were initially uncooperative; however, through' his skill 
ful and adroit interviews, SA POLKINHORN was able to gain 
their confidence and sell them on furnishing him information 
concerning the identity of the subject. For his highly ef- 
ficient performance in this case, it is respectfully recom- 
mended that he be commended. 


I also feel that SA | | did an excellent job in connection 

with the apprehension of this I. 0. fugitive by spotting his 
automobile on 8th Street between N and 0 Streets. In my 
opinion, he certainly showed a great deal of initiative and 
alertness, and the fact that he spotted, this automobile when 
he did was, of course-, of tremendous assistance insofar as 
the successful apprehension of the fugitive was concerned. 


I also feel that the ar res t which was effectuated by SAs 


FORD , 


|was handled in a 
Because of the efficiency and speed 


most emcient manner . 
with which it was carried out, subject did not have a chance 
to attempt to make a getaway in his automobile, nor did he 
have a chance to flee. The arrest was effectuated without 
incident and I feel that the performance of all these Agents 
under these emergency circumstances was exemplary. It is 
respectfully recommend ed that the Bureau also dir ect letter s 


of commendation to SAs 


FORD and 


LYLES was armed at the time of his apprehension and in his 
room were found a 30.06 Winchester riflce , a telescope for the 
rifle and 3 loads of 30.06 ammunition. This gun was taped 
to the bread of his bed. 





As a result of this apprehension by the WFO, considerable 
favorable publicity inured to the Bureau. 



aka. - FUGITIVE 


UFAP - MURDER 


ADDENDUM BY INVESTIGATIVE DIVISION 


JB5 : bhg 


8/10/60 


| was a dangerous 1.0. fugitive who had been wanted 
by the Bureau since. February 21, 1958, for a murder which had 
occurred at Indianapolis, Indiana. On 7/21/60, an individual called 
the Washington Fiel d Office and reported that the summer before a 
person who y^sembleq had worked as a janitor in an apartment 

house at 25\h and K streets. Northwest, Washington, D. C. 

SA J. Henry JPolkinhqi**, Washington Field, through skillful inter- b 
views verified that the individual who had been a janitor at the b 

apartment house was probably the sub lent find thereafter determined 
th qt this individual, using the na me resided 

at] At that address It WAS Teamed _ • 

from tnel Itnat suoject was in possession of a rifle, pistol 

and possluiy a sinJtgun. ^ 

.On the afternoon of 8/4/60, SAC James Hj(Gale, Washington 


.On the afternoon of 8/4/60, SAC James Hj\Gale, Washingtc 
Field Office, assumed on-the-scene supervision of/ the case. Four 
Agents and the SAC were placed In the house and other Agents were 
assigned in the area in c ars. When /the 3ub.1 ect did not arrive at 
his home when expected SA | was instructed to 

cruise the area in an effort to y locate suoject ’ s cAv which had been 
identified as a 1957 Mercury, bearing specific D«:/C. plat es. The 
,/£ar was spotted . SAsH I Calvin R. 

XFord 'and \ |wei/d( dispatched by ttfd SAC to the location 

bf the carT While fa route a male Individual and two women entered 
rhe car and drove away; however, it could not be immediately deter- 
mined whether or not the ma le individual in the car was the subject b< 
or his friend| |who closely resembled subject^ On 

instructions from une mu when subject ’s car stopped on Buchanan- 
Street Agents hemmed in subject’s car, identified individual In the 
car as the subject, and placed him under arrest without incident’. 
Lyles was armed and In his room were found a rifle and ammunition, 

RECOMMENDATIONS OF SAC, WASHINGTON FIELD 


SAC, Washington Field recommends commendation for 
SA Polkinhorn for skillful interviews conducted which developed 
infomatlorTconcerning the subject and for vigor and enthusiasm 
displayed. SAC also recommends commendation for SA for 

the Initiative and alertness shown by him In spotting, r.ne subject ’ s 

automobil e . Comme ndation i s also recommended 'for SAs| \ 

an( 3 | | f or the efficient and rapid manner In 

"which the 'apprehension was effected under emergency circumstances 
without incident. 
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RECOMMENDATIONS OF INVESTIGATIVE DIVISION 

Investigative Division recommends that the above Agents 
be commended. 

Investigative Division also recommends that SAC James H,. 
Gale.be commended for the effective manner in which the arrest , 
was carried out and for his on— the-scene supervision of the entire 
operation. 






ADDENDUM ADMINISTRATIVE DIVISION 


— ,(y 

LRH:rd/^ 8/12/60 


It is apparent from the foregoing that SA J. H enr yVpolkinhorn did ail excel 
job on this case and should be commended. However, the performances of pother 
agents mentioned who participated in the apprehension of the' subject, were a team 
Sratt"d although well done, do not warrant individual letters of oommendabon. 
Accordingly, it is recommended SA Polkinhornbe commended and that agener alette . 
be directed to SAC, WFO, commending him and, through him, the other agents wno 
participated in this case. 


4 ° 


If approved, appropriate letters are attached. 

/ lf/y. Ji £ Qi^L/ / 



<t1p 


6a 






M'fc.ytCli-iljvJT ^ ) lvV*V^ 


2 “r. James B. Gale 
.’ScCkcM tarcau o-’ luvcli^iion 
; ‘Cci h'M'jioiJ' 0. C. 


U::cc £- r, Gale: 

I am tafcinj thu opportunity to commend, 
through you, the agents in year division who did ouch 
aloe 7/orI; in the investigation ol a certain matter of 
gr ave concern to thu security q£ our country. 


CO 

m 

-t? 


’ t 

*33 


Toison . 
Mohr 


Thiu extremely delicate assignment was 
handled v.ith a : ;reat deal 0 / sidll and thoroughness 
and in a very expeditious manner by these agents. I 
was certainly impressed with the high quality o£ the 
interviews which were conducted, X want you to con- 
vey to each man who participated my appreciation lor 
a diiXieult job very well done. 

’ ’ \ ' 

Sincerely yours, \ x ~ 

) J« iidga^ ,y v 


V/' 


r ' 


, it 






1 - SAC,».*WFO (Personal Attention) 

/ it . ~ Re: "LEAK OF INFORMATION, NATIONAL SECURITY COUNCIL, 


*V. 


REGARDING NUCLEAR TESTS, PUBLISHED IN’ THE NEW YORK 


TIMES’ 8-13-60, ESPIONAGE - X. 


Persons 

Belmont, - - . x. 
Ccf-Hahan .t, 1 .1 . 

DeLoaclf f 

Malone 2 

McGuire - 

RoSen — 

Tamm 


^Plac6& copy ol this letter in files of participating personnel with the 
’“exception of SAs Robert C. Byrnes and Homer E. Schweppe who were 
, ' * censured concerning this matter. 

V CMT .. 

-■/.<*> , ■ ’ 


Tc otter i_ 

W.Cr S uSjivtn- 
Tele. Room 
I^raip 

Gsr *v 


— 1. M 

— * ) 


v 
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September IS, 1960 


/ 


Ivlr. James H. Gale 
Federal Eoreau of Investigation 
Washington, D. C. 

Dear Mr. Gale: 

I want to thank you and, through you, 
my associates in the Washington Field Division 
for your thoughtfulness in writing me in 
connection with the recent legislation provid- 
ing full salary retirement for me. 

While I have no intention of retiring, I 
am, nevertheless, deeply grateful for this 
honor which has been bestowed upon me. 


With best wishes to you and to my co-workers 
in the Washington Field Division, 1 am 


Sincerely, 



/ 


CT:DSS 


v 




Tolson _ 

Mohr 

Parsons _ 
Belmont _ 
Callahan . 
DeLoach , 

Malone . 

McGuire _ 

Rosen. 

Tamm 




Trotter 

W.C. Sullivan , 

Tele. Room 

Ingrain 

Gandy 


5 ^ 
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Washington, D 
September 12, 


Dear Mr. Hoover: ' 

I want to take this opportunity; 
on behalf of the employees in the Washington 
Field Office, to congratulate you on the 
enactment of legislation providing you with 
full salary upon retirement. 

All of us are extremely happy that 
this richly deserved honor was conferred upon 
you by a grateful nation in appreciation of 
your outstanding services and devotion to 
duty. — 




We who depend l.sp-inueh-~o n^our~^eaoe] 
ship and guidance f £rve n tfy'ii op e xou t wi-H con- 
tinue to lead us foi&mai|y, many more years to 
come. * — Wi. . 



Sincerely, 




'James H.^Gale 


Mr. John Edgar Hoover 
Director 

Federal Bureau of Investigation 
Washington, D. C. 
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I V/.C. Sullivan , 
/ Tele. Room — 
I Ingram . 

/ Gandy . 
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POLICE ASSOCIATION • 

subject: INTERNATIONAL ASSOCIATION OF CHIEFS OF POLICE (IACP) . , 

‘ 07TH ANNUAL CONFERENCE ' * “ f) j(^j%£ ■ 

STATLER HOTEL ■ Lj 

OCTOBER 1 - 6, 1960 . c ’ 

’ * ■ !4 •. A ^ 
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PROGRAM: Attached is a copy of the program of the 67th Annual Conference of 

the IACP to be held at the Statler Hotel October 1 - 6, 1960. This • bD 


is a mim 
Secretary! 



was just prepared today, 9/12/ 60, by Executive 
Highlights of the program are set forth hereinafter:' 


IMPORTANT ITEMS IN PROGRAM IN WHICH DIRECTOR IS PERSONALLY 

INTERESTED 

Saturday, October 1: None. 

Sunday, October 2: 6 - 8 p. m. , reception for delegates and guests, Presidential 
r . . Ballroom, Statler Hotel. First Vice President Robert V. 

Murray, Chief of Police, Washington, D. C. , is host. 

Monday, October 3: Approximately 10:30 a. m. Director speaks, Presidential 
L- Ballroom. This is the opening session. 

12:15 p. m. , the President of the United States is expected 
to appear and speak . ’ This is not shown on the program, but 

lhas confidentially advised that the 




Executive Secretary 
President would speakT 


& Tuesday, October 4: None. 



I Marched- ^ ~ / j 

5: 1 p. m. , luncheon, FBI NaioiJal Aca&nt^lUifeMils, 

Congressional Room, Staler Hotel (a separate memorandum 
concerning the luncheon, has been submitted). 

m-72 

7:30 p. m. , annual banquet, PresTd^tTal^Groom. ' A 
| separate memorandum has been ^■^^fi tfcgd . m& i^'he Director 
. j is being invited by Executive Secretary ! ^ | to attend. 



Wedne^y, October 

& 



- Mr. Mohr 
\ 1 - Mr. Parsons /; , 
'“1- Mr. Tamm 
1 - Mr. DeLoach- 
1 - Mr. Ingram • . 

• 1 - Mr. Malone 
1 - Mr. Rogers - !: 
JSRrsjw (8) 
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Memorandum to Mr. Mohr 

Re: IACP 67th Annual Conference 

Statler Hotel, October 1 - 6, 1960 , . - 

Thursday, October 6: None. (Adjournment - 12:30 p. m. ) 

OTttttR MATTERS IN PROGRAM OF INFORMATIVE INTEREST TO TH&_ 

— DIRECTOR 

At 2:00 p. m. on Sunday, October 2, the annual meeting oi the IACP 
Executive Committee will be held. Assistant Director Tamm is a-member. 

For the past several years it has been customary to have approximately 
an hour traiZ; semStf in the elrly morning before the actual conference gets 
“tow. The conference proper ibis year will consist of wo itahi 
police matters headed by a moderator and three or four puU. _ 
seminars and workshops in which the Director may be interested are as foHows. 

TRAINING SEMINARS: (All of which are from 8 - 9:15 a. m. ) 

Monday, October 3: Subject - Minimum Training Standards - Should They Be_ 

Mandated or Permissive? 

This is chaired by former Special Agent William E. South 
' of the Southern California Edison Company, and the panelists are formw Special 
Aeent Orrell A York, Chairman Municipal Police Training Council, State iof 
Ne^York mid John P. Peper, Supervisor . Peace Officers 
State Department of Education. South and York are friendly. , 
participating in Peper* s schools. 

Tuesday, October 4: Subject - The Police and Civil Rights. 

This is chaired by David A. McCandless, Director, Southern 

McCandless and Brown are friendly; Parker, of course, i 

. , - <2i-.iv? and University Police Training Programs 

Wednesday, October 5: ^^ e C °^ e 0 Ued by. Law .Enforcement? 

The chairman is Arthur F. Brandstatter, Chief of Police 
of Police Science, New York City Police Department 
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Memorandum to Mr. Mohr 

Re: IACP 67th Annual Conference 

Statler Hotel, October 1-6, 1960 


The Bureau has participated in Brandstatter’s programs 
at Michigan State University. McManus and Murphy are both National Academy 
graduates and are friendly. 

WORKSHOPS: The workshops for the conference are taking the place of speeches 

~ and talks given previously. Two workshops will be held simultaneous- 
ly. The ones in which the Director may be interested are the following: 


2 - 3:30 p. m. , Monday, October 3: Police Education and Training . This is a 

4-man panel, one member of which is 
Inspector J. S. Rogers of this division. 


3:30 - 5 p. m. , Monday, October 3: 


Organized Crime. Moderator Edward J. 

AHen, Chief of Police, Santa Ana, California. 
One of the panelists is Milton R. Wessell with 
the Department of Justice. Another member 
is Chief Bernard R. Garmire of Tucson, 
Arizona, to whom we have already furnished 
arguments opposing a national crime commissaj 

9*30 - 11 a. m. Tuesday, October 4: Auto Theft. Special Agent Neil J. Welch 
' of the Investigative Division is a member 

of this panel. 

9*30 - 11 a. m., Wednesday, October b: Uniform Crime Reporting. Former 

\ Special Agent A. Everett Leonard of 
\ the Field Service Division, .IACP, is 


In addition to the workshops there will be two talks given on Tuesday 
morning, October 4. These ta lk s are as follows.' 

"The University’s Role in Police Training, " by Richard H. Stottler, 
Assistant Dean, University of Maryland, and "Free World Police: 
Target for Communist Subversion, " by Lyman B. Kirkpatrick, 
Inspector General, Central Intelligence Agency. 

rttrf.Att OFFICIALS TO ATTEND IACP: It is believed that the following Bureau 
^ : officials should be designated to attend 

the entire IACP conference: 

> 

Assistant Director John F. Malone ; . 

Assistant Director Quinn Tainm (Already approved by Director. ) 
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Memorandum to Mr. Mohr 

Re: IACP 67th Annual Conference _ 

Statler Hotel, October 1-6, 1960 

SAC James H. Gale (Gale being SAC of Washington Field has good 

' contacts with Chief Murray and local police. ) 
Inspector J. S. Rogers (Rogers will handle the National Academy 

luncheon and has a wide acquaintance with 
■ ’ chiefs. ) 

Special Agent J. J. Daunt (Daunt is handling the Bureau’s Uniform 

Crime Reporting Program. ) 

It is also believed that Special Agents from Washington Field should 
be designated to attend the morning training sessions and the workshops. ' These 
agents will be immediately selected and their specific assignments given to them. 
(Director has already approved indoctrination of these agents - memorandum 
Assistant Director Tamm to Mr. Pearsons, 9/9/60.) 





1 
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SeptenW* 


/ 

Mr. James SL Gale 
Federal Bureau of Investigation 

Washington,- D. C. 


Bear ILr, 


Gale; 


I da not want the opportunity to pass 
■without thanking, through you, the personnel in the 
Y.ashington Held Office who assisted in the handling 
oi a matter of much interest to toe Bureau In the 
security field. 


Tolson 

Mohr 

Parsons - 

Be knout 

Callahan 

De Loach 

Malone 

McGuire , 

Rosen 

Tamm : 

Trotter 

T .V.C. Sullivan 

Tele. Rear. 

Ingram < 

Gandy 


These men handled, their duties with a 
great deal of ability, thoroughness and alertness and 
the work they did was of material importance in the 
successful results realized. Their services were 
of the highest caliber and I want you to convey r y 
appreciation to each man v.ho participated. 


;! 

i 


Sincerely yours, 1 




t 


Eagipl' 


UC i 



CO 

m 

-o 


O 



1 - SAC, WFO (Personal Attention) 

Reurlet 9-16-60 captioned; ’’POSSIBLE VIOLATIONS OF 
U. 3. LAWS BY CUBAN GOVERNMENT, INTERNAL SECURITY - . 

CUBA . " ,.»•*. - '' 

Place a copy of this letter in files of participating personnel with 
the exception' of fthose individually recognised. 

$?J;r i 

J(Sent Direct) 


1 - Miss 


CMT 

( 8 ) 1 


~ i 

£.' j 
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A l 

i :r'/ 
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( over ) 






James H, Gale 

Copies prepared and attached for placing in the following files: 



n (JaV‘GG H. C£ilO 

Federal Bureau of Invest! Ration 

V»e.h.'iinjtQiij D. C« 


Gear ' ::e. Gale: 


:$h ilio 


veur wcrv < cc j in LO/rv-ciiO., - - . 

i 7~— *-»-r'ni*f <\ tv Int^roatlonel Asaoa- 
IWtn -VTPJ.U v-in-'rvri^e o. ti : A. v»oto rT ortiv art* 

atloa ex CWeto m Jro»«* tC ff‘ “ "? inV-r^ 

I am te*in t ; thL <®wt»r«y *> £ ,rc -~ 

appre: ?;! t ! 'Vu 
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Mr. James H. Gale 
Federal Bureau of Investigation 
Washington, D. C. 


October 27, 1960 



Dear Mr. Gale: 

Your headquarters are changed from Washington, D. C., 
t0 Chicago, Illinois, as Special Agent in Charge, 

effective upon your arrival there on or after this date. This change is made for 
official reasons and you will be allowed transportation expenses and per diem at 
the rate of $12.00 per day within the U. S., $6.00 per day for air travel, rail travel, 
and ocean travel by steamship outside the continental limits of the U.S., trans- 
portation expenses for your immediate family, and transportation cost of house- 
hold goods and personal effects as provided for in Public Law 600 dated August 
2, 1946, and Executive Order 9805, dated November 25, 1946, as amended. You 
are authorized to use your privately owned automobile and you will be reimbursed 
at the rate of ten cents per mile plus incidental expenses, not to exceed the cost 
by common carrier pver the most direct route for all persons officially traveling 
therein. Should your dependents travel separate and apart from you, expenses will 
be allowed under the same conditions as above. Expedite transfer and 

advise within 48 hours departure and arrival dates. 


Enclosure 
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1 - SAC, Chicago 
1 - SAC, Washington Field 
1 - Mr. DeLoach 
1 - Mr. Mohr 
1 - Mr. Callahan 
■Tl - Mr. Malone 
1 - Mrs. 


a 


Very truly yours, 

W 7T' 

John Edgar Hoover 
Drcettor 


l - Mr. Clayton 


mbp 

(M> 


MAil ROOM 


□ 


1. 


TELETYPE UNIT 


□ 


1 - Miss. 


/ 


« ) 
**/ t 
f 


y 


bo 



OPTIONAL FORM NO. 10 

UNITED STATES GOVERNMENT 

Memorandum 


TO : MR. TOLSON 


from :j< p, MOHR 



date: 10/26/60 



DeLoach 

Malone 

McGuire 

Rosen 

Tamm 

Trotter 

W.C. Sullivan 

Tele. Room 


Ingram 
Gandy . 


subject: pEES0NNEL CHANGES 



s 


In view of the retirement of SAC Julius M. Lopez, Jr. , in Chicago, it will 
be necessary to replace him, and itas therefore recommended: 


That SAC James H.£Gale be transferred from Washington Field Office to 
JChicago at no change in grade or salary. 


Gale entered on duty as a Special Agent on June 21, 1943, is in GS 17, 

$16, 530, 39 years old, married with two children and has a Bachelor of Laws degree. 

He served in several field offices, including the position of ASAC and SAC at Anchorage, 
and was also SAC of the Richmond and Cincinnati Offices prior to serving as an Inspector 
i in the Training and Inspection Division. He has been assigned as SAC of the Washington 
Field Office since May 1959. Gale has had an exceptionally fine Bureau record, and he 
has been commended and through him the Washington Field Office agents have been 
commended on numerous occasions since he has been in charge of that office. He received 
a cash award in August 1959. He was last censured in December 1959, for failure to 
correct the premature destruction of certain records in Chicago during an inspection he 
conducted of that office in 1958. During last inspection of the Washington Field Office in 

I December 1959, the Inspector stated he made an excellent appearance, and had an ex- 
tremely friendly, vivacious personality, an energetic, enthusiastic approach and a firm 
grasp on all phases of operations in his office. He was demanding of personnel but not 
unreasonably so. The office was rated Good on Physical Condition and Maintenance and 
Administrative Operations, Very Good on Investigative Operations and Contacts and Fair 
on Personnel Matters, since several agents were not equitably sharing the overtime. 

The Director saw Gale in May I960 and stated he made an excellent personal appearance. 
He again saw him in June 1960, and stated he made an excellent personal appearance and 
the Director rated him above average. He is within desirable weight limits. 



PERMANENT BRIEF ATTACHED 




Or^otUi no. to 


UNITED STATES GOVERNMENT 

Memorandum 




Mr. Mohr 


J. F. 


10/10/60 


Parsons __ . 
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subject: INTERNATIONAL ASSOCIATION OF CHIEFS OF POLICE (IACP)^£* T 

67TH ANNUAL CONFERENCE , n 

STATLER HILTON HOTEL, OCTOBER 1-6, 1960 

The 67th IACP Conference adjourned 10/6/60. Separate action has 
already been taken to recommend commendations covering the FBI NA Associates 
Luncheon. This memorandum recommends commendation for those responsible 
for the over-all coverage of the IACP Conference, including the preconference 
planning. For purposes of simplicity, those recommended for commendation are 
being listed by division of assignment together with a summary of what part they 
played. 

Training and Inspection Division 

The Training and Inspection Division was charged with the primary 
responsibility for preconference strategy planning, coordination and organization 
of personnel for the coverage of the IACP Conference, plus maintaining a stenographic 
.force and the supervision and coordination of the Conference coverage. 

. Inject D^^vra^daissisted me in setting up the luncheon, the 
coverage of the various panels, and many other incidental assignments in conjunction 
with the conference. He carried out each assignment meticulously, paying particular 
.attention to detail. He was particularly alert to protect the interests of the Bureau 
at the conference and assisted a great deal in picking up information of interest 
through contacts he made with police officers. 

2. Inspectoj ^Roger s participated in every phase .of nreconference b 6 

planning and maintained^ liaison with the Executive Secretary | pffice (IACP). 

He coordinated the sale of luncheon tickets; was available to assist me Director 
at several functions where the Director appeared. Rogers also participated as a . 
panelist on 2 panels and performed creditably as a Bureau representative. Rogers’ 
wide acquaintance with persons in attendance at the conference was of immeasurable 

Talue- /./, v '■ “ETTZ^IS: ' 

^ 3. SAC jdloan/ QUahtlco, was or ^^the-individiial§‘ ^ppr dv/d to cover 

the entire^onference and also assisted in this sale $0LuncheOiutick^s. .. i 


JFMrwmjj^w^ (4) 

1 - Mr. Cailailimii^u 
1- Mr. DeLoach 





Memorandum to Mr. Mohr 
Re: IACP 


4. Secretary performed in an outstanding fashion 

but is being covered in a separate ;nemorandum. 


• Administrative Division 

y y e C >L. ( (Property Management Section)- and 1 

y'i (Property Ma^£gemerit"SeHion) arranged for special telephone service 

/ at the statler. They also were of valuable assistance in the handling of supplies 
J and properly necessary for the efficient operation of our stenographic force at 
the Hotel. 

. , Investigative Division 

/■ V y 

_ Supervisor Neil J. /Welch creditably participated in the Auto Theft 

‘Workshop. — — ~/A 1 


;; laboratory Division 

• 1. Assistant k mU .amm was a member of the IACP Executive 

Committee until he arranged for /Mr. Malone to replace him in this capacity. 

Mr. Tamm was responsible for assistance in keeping abreast of the election of 
^ the 6th Vice President and assuring that Bureau interests were adequately served. 
Mr. Tamm was- one of those designated to cover the entire conference. 

. , // ./ 

/ 2. Secretary assisted creditably in a stenographic 



Crime Records Division _ 

< a td / th S- / 

1. Assistant Dir e ctoj ^DeLoach participated in many phases of the 
preconference planning, was particularly valuable in connection with the Director's 
speaking appearances, press coverage and other public relations matters; was 
instrumental in securing the cigarettes distributed at the luncheon; set up the 
special tours service for IACP Conference participants. He also participated in 
covering the workshop on Public Relations and Uniform Crime Reporting. 
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Memorandum to Mr. Mohr 
Re: IACP 




V~ 




2. Supervisor William H. ^ Staple ton did a commendable job in 

ice in the 


acquiring a strategically located spade in the mezzanine of the Statler Hilton 
j\ Hotel and setting tip a spe cial tour desk. This tour desk -was staffed by Dewey L. 
i}\ an d[ 

' purpose, 




f Mr. Stapleton's section. The tour desk served a dual 
in that /it not only arranged for special tours and thereby furnished 
special services to the IACP members but also was utilized on a continuous basis 
by Bureau personnel for coordinating messa ges and i n locating individuals whom 
the Director desired to see. Both Rinaca ancj lire far above average in 
appearance and personality and many fine comments were heard concerning their 
approach and attitude and work during this IACP Conference. The importance 
played by Mr. Stapleton and his staff to making this a memorable conference 
cannot be overemphasized, ^ V nbfitf H) d-^ 

Washington Field Office 

SAC ^G^-le^w as designated to cover the entire conference. SAC 
Gale was entirely 'cooperative in primarily selecting and making available high 
caliber Agents for special assignments during the conference; furnished emergency 
transportation, and was of valuable aid in liaison with Metropolitan Police officers 
on urgent situations which arose during the course of the conference. 

. *- 


be 


be 


yy 2. Agents v J^Ge.raIs 

. v the Bureau hotel suite at the St£ 


iQgan am 


<£ 


were assigned to 


Ler and furnished valhlble services in handling 


emergency-type situations and expedite communications which necessitated 
tra vel betwe en Statler Hotel and the Department of Justice Building. Both Hogan 

and put in an appreciable amount of overtime in fulfiUing their 

responsibilities. 




3. Ageni 


_i_£_ 


liaison, helped obtain the Hotel/ space and assisted Supervisor 
arrangements. 


through exceUent ai yi well-est ablished 

I in luncheon 


Hotel Representatives 


1. Mr. 


Front Office Manager, was extremely 
cooperative and of great aid in providing the Bureau with exceUent hotel accommoda- 
tions in attempting to supply our every need as quickly as he could possibly expedite 
the services of the Hotel. . 


- 3 - 









November 10, 1860 


A’iE MOIiANDUM FOK MR. TOLSON 

On November 7, 1960, I saw Special Agent in Charge James Xi/ 6ale 
of the W-tshington Field Division, who is under orders of transfer to Chicago as 
Special Agent in Charge, Mr. Gale expressed his appreciation for being assigned 
to Chicago as Agent in Charge. 

I discussed with Air. Gale the fact I noted there were several classes of 
cases in which there was a delinquency in excess of 8% and that every effort should 
be made to keep this delinquency down and not to exceed 8%. 

I told .Vir. Gale that I noted that the Agents in the Chicago Ctffice had 
been closing but 6.2 cases per Agent per month, which was excessively low 
and every effort should be made to increase the output. 

I also called Mr. Gale’s attention to the fact that for the first three 
months of the current fiscal year there had been a drop in the Chicago Field 
Division of 38% in convictions, and 16% in fugitives located and this required 
his personal attention. 

I told him I likewise noted the Agents of the Chicago Office were spending 
31. 3% of their time in the office, and I considered this to be excessive. 

I told Mr. Gale every effort should be made to improve in quality the 
coverage in both the subversive and criminal fields. 

I outlined to Mr. Gale my views concerning the matter of limited duty. 


I cautioned Mr. Gale about having any close contact or connection with 
Superintendent of Police O. VV. Wilson and Virgil Peterson, who is associated with 
the Chicago Crime Commission. 


Maio“ e MJEH;EDM (5) 

McGuire 

Rosen * 

Tamm / 1 

Trotter . 


I told Mr. Gale I noted the Chicago Office has 12 unsolved Federal 

3(f 


Tolson 

Parsons _£ank Ebbbery cases and he should give these his prompt attention. 

Belmont „ — « . - - » 

Callahan | SZ2.'T FR.'ZI D. O. 

DeLoach Tcm-.tinif /C\ 1 ^ f 

DATP 
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W.C. Sullivan , 

Tele. Room 

Ingram 

Gandy 
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Memorandum for Mr. Tolson 


November 10, 1960 


I called Mr. Gale’s attention to the fact there were five Agents of the 
Chicago Office who were overweight and that every effort should be made to bring 
about compliance with the Bureau’s requirements of Agents meeting the weight 
scale as set forth by the Metropolitan Life Insurance Company. 

I mentioned to Mr. Gale the situation concerning a recent anonymous 
letter sent by some employee of the Bureau presumably in the Chicago Office 
to the Chairman of the House Subcommittee on Appropriations, John Rooney, 
and that he should be alert for the identity of the writer of this communication. 


Mr. Gale left with me the attached charts showing 


Very truly yours, 

/*/ ^ 

John Edgar Hoover 
Director 


Attachment (with original only) 


1-originai 2-copies 


1-yellow jjk 
1-Mr .Parras 
1-Mr .Belmont 


1-Liaison 

l-Iir*3Iooney 


•ovc.iuor 13# IVuO 


i. ,’. ,„v}Ohj<b 
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Faisons _ 
Be Intent - 
Callahan . 
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Malone — 


aT* IC3 ^tClXu 

vilersl bureau of invcs libation 
'fu oouth cinrh direct 
w.iiica{;0 S» Illinois 

deer <r, Galej 

IVi are uc-lii- placed in the Bureau* s Chain or 
command in connection with decease plane. An appropriate chain 
ox command has been established through the various division 
heads at the 3c at of Government and in the event emergency 
conditions# demise# disability# or unavailability stake it 
impossible tor the Associate director# the Assistants to the 
director# the Assistant directors, or the SAC# hew York* to 
ta!:e command of the Bureau# you are to assume temporary command, 
activate the Bureau’s Relocation oite# and take such other 
emergency action relating to hhffXG and other programs as nay 
be desirable under the circumstances* 11 and when you find it 
necessary to assume coiiimand of the Bureau, you are to mahe 
such use of Seat of Government personnel as may be desirable, 
supplementing this staff as necessary with employees from thel 
field# I / 


£ or your liighiy confidential information, you are 
advised that in the event of an emergency making it impossible 
for -tits Bureau to use beat of Government facilities in £ 

.nshiuQtoii, *v*, plans sro in existence to relocate essential ^ 
employees to tno ii>i Academy at euantico# Virginia, the Bureau Us 
i-oiocation cite, n- - £* 


CD g 


tpoii assuming your assignment at the Glide au^oif ic^o* g 
yon will receive copy humber 12 of a volume entitled ,, ;d.bhligh'<H> 
oi beat of Govern, unit beienso flans for Chain of Co?« land* u au@ 
toii-secrdt doc Ui lent is not all- inclusive of the defense plans x 
of the beat of covers, sent but is designed pris larily to Rive the 
_ recipients thereof a ^uidc should they find themselves in a 
-position of directing emergency operations of the ; -1 • iho 
-detailed defease plan for each division at the beat of Government, 
-.is contained iu a separate volume for each division and will be 
rtefcailablo at the Bureau’s relocation cite* 


Tetter - 

; ,C. Sullivan 
iVie, Boom 
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~ .} \J Cover memo LJAllier-Belmont, 11-17-60 

DEFENSE PLAINS, ' CHAIN OF COMIAND. WIJMrnck 

TELETYPE UNIT IZU ' ' I w / j ‘ " 
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Any suggestions wJilch you believe will clarify and 
.iOro succinctly state the probl e;as at hand will be appreciated 
and, where possible, will be incorporated in future revisions of 
the document . 

fhe "i&ghlinhts* document is for your confidential 
information and is not to he discussed with anyone in year 
office. 

Sincerely yours, 

Jehu Hdgar Hoover 
director 


1 - Hr, Harvey a. Foster (miSCML) 
Special Agent in Charge 
Hew York, Hew York 


1 * Hr* Donald S, Hostetler (SuUSQlUL) 
Special Agent in charge 
Detroit, Hichigan 
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Xu*r. $amaL H. Gale 
Federal Bar^-su o £ Livot ligation 
Chicago, Illinois 


Dear I,i r. Gale: 
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l want to trice Ihh opportunity to com- 
mend, through you, the agent?: of the Chicago Office 
fcho performed in such .? cape big manner in connec tion 
Vvltli a confidential ever :tion In uw e-c-curity field. 

These men contributed a great deal to the 
fcueeest achieved in this complicated operation through 
the superb chill, discretion and resoureeiulnes? they J 
exhibited in carrying out Lhoir assignments. I a»a " ^ 

aware of the numerous diiTicultiw. cn:*Qim»..red ,utf£ CD 
they should certainly to proud o£ their aftor-/ . Pt;,a^ |? 
ca.vey my tine ore thank? Lo *11 for a joo Vr^U done. 
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. ineerely yours, 

*1 &i~"r ffoovigj* 

1 - SAC . Chicago (Per gon al .ftenHnnl 
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•lace copies of this letter in files of agents who participated 
* matter but were* not individually recognized. , • 
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Mr* Trotter 

Mr. W.G.Sullivan 

Tele. Room 

Mr. Ingram 

Miss Gandy 



FBI WILL HOLD ’ 
TARTY TODAY IN 
*NEW QUARTER^ 

,, G-men of Chicago will hold 
a buffet luncheon today in 
their new headquarters at 
536 N. Clark st. so that about 
200 guests may inspect the 
facilities and meet the new 
special agent in charge. 

He is James H. Gale, 39, 
’ who comes from Washington, 

I D. C., where he was in charge 
of the Federal Bureau of In- 
vestigation’s field office. 
Gale will succeed Julius M. 
Lopez, 52, on Nov. 23. Lopez 
is retiring on that date after 
} 22 years in FBI work to re- 
turn to private life. ? 

. The luncheon guests will 
uude federal judges, other 
Ykferal officials, and bus* 
jness men. 
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CHICAGO DAILY TRIBUNE 

THREE STAR 

sports final Frlitinn 
Date_ NOV 1 0 19S0 

Chicago, Illinois 
Page, s? Col. 3. 

Far t.izz^ 

Friifn r W. D. MAXWELL 
CHICAGO OFFICE 
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FD-207 (Rev. 11-1-57) 

STANDARD FORM NO. 04 


Office Memorandum 


UNITED STATES GOVERNMENT 



TO : Director, FBI 

(W 

from*£/SAC, CHICAGO 

1 ! 

subject: JAMES H. GALE 

(Employee’s present payroll name) 

SPECIAL AGENT IN CHARGE 
CHICAGO 

(Division) 

PAYROLL NAME (List as desired on payroll) 


ADDRESS AND PHONE CHANGE 


Present phone number (city) Present address 


DATE: 12/6/60 



392-4587 


701 East Shabonee Trail, Mt. Prospect, Illinoi 




NOTE: (The following must be executed in reporting BIRTHS or CHANGES IN MARITAL STATUS J 


Has spouse ever been an employee of the Bureau? 

1. (ZZJ^Yes I I Present l~ I Former 2. CZH No 




MARITAL STATUS 


Married to - Show full (maiden) name of spouse 


Date and place of marriage 




Legal Residence Occupation 


Name, address, and telephone number of person to be notified in case of emergency 


















November 23, 1963 
PERSONAL ATTENTION 


Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, lllindis 

Bear Mr. Gale: 

Based upon tae recent reeaeck inspection, the various 
operations of the Chicago Office are rated as follows: physical 
condition and maintenance and contacts - very good; administrative 
operations and personnel matters - good: &nd investigative operations - 
fair. 


The space presently occupied by the Chicago Office was 
found to be secure and neatly maintained, permitting much improved 
physical organization of office functions. Tae Inspector noted a number 
of items pending concerning equipment needs and problems incident to 
the recent move. These should be resolved at the earliest possible time. 
It was observed that the facade of the building detracts from the otherwise 
very good impression made by the new office space. You should continue 
to follow this matter vigorously with the General Services administration 
until this unsightly condition is remedied. 



I have noted that costs of operating automobiles in the 
first four months of fiscal year 1961 have increased slightly over those 
in fiscal year i960. Every effort must be made to reduce operating 
coats of Bureau vehicles to a bare minimum. 

The over-all investigative delinquency for October, 1960, 
was slightly above the field average. The high delinquency whlca existed 
in certain classifications must be reduced and immediate steps should 
be taken to bring the excessive delinquency in security matters in line. 


/ 


$ 


- Mr. Callahan (Attention: Mr. C, R. Davidson) (with enclosure) 

1J- Personnel file of SAC James H. Gale 

- Personnel file of former SAC Julius M. Lopez 

NOTE: Based on memorandum J. F. Malone to Mr. Mohr dated 11-22-60 
captioned "Recheck Inspection - Chicago Division, Inspector R. K. Moore, 
10/31 - 11/10/60," MhKanMc. RKM'mbk 

( 10 ) 



Mr. James H. Gale 



One investigative snbetantive error •was detected during 
toe inspection involving toe inaccurate recording on an interview form 
of toe date an interview was conducted. You should impress on all 
employees toe absolute necessity of affording close attention to pertinent 
detail in an effort to eliminate this type of error. 

I have observed that outstanding information continues to 
be produced by both criminal and security informants in toe Chicago 
Division. Efforts should be made, however, to reverse toe slight trend 
noted towards numerical reduction of criminal and security informants 
since nothing less than total coverage on matters within toe Bureau's 
Jurisdiction is acceptable as our ultimate goal* 

The Chicago Office has solved three of five ban!: robberies 
committed since June X, 1060. As of October 31, 1063, there still 
remained in upending status a total of eight unsolved cases involving 
bank robberies and related matters. Close personal supervision and 
aggressive leadership of the executive staff of toe Chicago Office 
must be exercised to assure prompt solutions in this most important 
classification. 


The surveys conducted by the Inspector revealed toe case 
load in the Interstate Transportation of Stolen Property classification 
increased and considerable improvement has been shown in developing 
informants in this classification. 

Despite these favorable trends, toe fact remains that 
statistical accomplishment j regarding convictions and fugitives apprehended 
for toe first four meatus of fiscal year 1261 are below toe figures for the 
same period in fiscs! year 1960. Hence, Chicago is being rated fair on 
investigative operations. It will be incumbent upon you to afford these 
matters your personal attention and close supervision in order to reverse 
this very undesirable trend. Tae true yardstick by which efficiency and 
productivity are measured is in toe results achieved. This can only bo 
effected through dynamic leadership, enthusiasm, and vigorous investigative 
activity. I shall closely fellow this matter in the Chicago Office and I 
expect positive results in toe immediate future. 


It is encouraging to note that security matters are being 
afforded excellent coverage. In this field we cannot relax our vigilance. 
You must carry out toe Inspector's instructions to identity all Communist 


** 2 - 


taios H* Gala 


Party members and to effect complete coverage since Communist Party 
activities on a national level are increasing in the Chicago area, fo 
addition, it is imperative that most vigorous attention be afforded the 
counterintelligence program against the Soviet bloc, looking towards 
greater penetration of hostile intelligence services. 

An improvement was shown since the last inspection in 
meeting deadlines. However, missed deadlines in Security of Govern- 
ment Employees cases are still excessive. ’The true test for a good 
administrator is to get the job done well which includes meeting the 
schedules set by the Bureau. lersonally insure this important matter 
is handled. 


The Inspector found the supervisory reorganization 
improved the administrative setup and resulted in a more equitable 
sharing of the work. I am concerned over the excessive amount of 
time spent by personnel in the office. X expect you to take immediate 
steps to keep it at a minimum. 

Although the Chief Clerk's Office is operating well, it was 
necessary for the Inspector to make several recommendations to improve 
efficiency. I concur wife the Inspector* s instructions that you tighten 
supervision and control. This should eliminate delays in processing mail, and 
ejpedite the consolidation and destruction of files and index cards pending 
in the office. 


fcince the productivity of the stenographic pod, is below the 
average of offices the size of Chicago, you must personally euperviisC 
this phase of your operations to increase production. 

The Inspector found there were increases in the costs of 
communications, travel, and par diem. I shall expect you to practice 
economy in line with sound operational policies. 

Chicago's request for eighteen additional fecial Agents 
is denied for the following reasons: although your delinquency exceeds 
the field average, an analysis of case assignments and productivity for 
the months of August, September and October, I960, reveals that the 
overtime performed, the cases assigned to agent personnel, and the cases 
closed by agents of the Chicago Office are below the Held average. In 
addition, the time spent in the office by agents is sxtremely excessive. 


3 - 




Mr. James il. Gale 


For your information, two agents who will complete New Agents training 
on December 9, I960, are being assigned to your office. In addition, two 
agents who recently completed Polish-language school at Monterey, 
California, are now assigned to your office. Through closer supervision 
and by agents showing a more aggressive and Industrious approach, you 
will be able to get the Job done with fee personnel assigned or designated 
at the present time. 

Chicago’s clerk-agent ratio of 64 per cent is high. While 
1 am aware of ejected clerical losses through attrition, I want you to 
follow this carefully to insure a proper personnel complement in line wife 
sound operational policies. 

I am disturbed that four Special .‘gents are not yet within 
the weight limits. I shall expect this situation to be resolved favorably 
in the near future. 

tffeila I am pleased to loam that morale is excellent in 
Chicago, you should continue to be alert to identify the writer of fee recent 
anonymous letter which may have emanated from personnel of the Chicago 
Office. 


The Inspector reported that contacts and police liaison are 
effective. 1 also noted feat during 1960 fee Chicago Office has increased 
fee number of speeches made before qualify groups. It is evident feat fee 
Chicago Office has continued to be alert to maintain good public relations. 

I am folly aware feat your predecessor and his staff were 
folly responsible for fee conditions found by fee Inspector. You should 
carefully study the Inspector* s findings as reported in the inspection report 
and work papers, and as soon as tho delfoqueneies have been corrected, 
you should adviju the Bureau in detail, fo addition, you should submit a 
letter to fee Bureau within thirty days setting forth fee positive adminis- 
trative steps you are taking to increase fee statistical accomplishments of 
the Chicago Office. 


wincerefy yoor^, 


i 
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John Edgar Hoover 
Director 
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Memorandum 
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TO 


FROM 


subject: 


Mr* Mohr 


DATE: 11/22/60 


To Ison*;: 

Mohr _ 
Parsons _ 
Belmont _ 
Callahan , 
DeLoach . 

Malone 

McGuire - 
Rosen — 
Tamm 


J.- F. Malc^T^ 

RECHECK INSPECTION - CHICAGO DIVISION 
INSPECTOR ROY K. MOORE 
OCTOBER 31 - NOVEMBER 10, 1960 


SYNOPSIS 




Trotter 

W.C. Sullivan . 

Tele. Room 

Ingram , 

Gandy . 


-tt 


j 


/ 


Officials: Julius M. Hjopez, SAC since 8-10-59 (retirement effective 11-23-60); 

James H.Jprale reported as SAC 11-21-60. James L.J/Handley, ASAC 
since 10-8-59. Last/mspection - 5/31 - 6/18/60. / 1 

Physical Condition and Maintenance - Very Good . New quarters secure, neatly 
maintained, permitting much improved physical organization of office. Numerous 
items pending concerning equipment needs and problems incident to move. General 
Services Administration (GSA) may be able to clean first 2 floors of building facade 
in current fiscal year. Cleaning of complete facade (cost in excess of $50,000) must 
await additional GSA appropriations in next fiscal year. Housekeeping delinquencies . 
corrected or ordered corrected. Automotive costs above field average and slightly 
above Chicago costs for fiscal 1960. 

Investigative Operations - Fair . Delinquency slightly above field average. 4 major 
classifications had excessive delinquencies. Statistical accomplishments up in lines, 
savings and recoveries and automobiles recovered and down in convictions and fugi- 
tives apprehended. Recommendations made to SAC to improve. 1 substantive error 
detected in 404 files reviewed - low. Criminal informants rated very good. As of 
10-31-60, 6 of 14 pending bank robbery matters (42. 86%) solved; probable identifica- 
tion of subjects effected in 4 of remaining 8 unsolved bank robbery matters. Since 
last inspection 3 of 5 (60%) bank robbery cases received solved. Security informrrits 
rated excellent, producing top-quality information. 1 of every 11 Communist Party 
members is Bureau informant. Nation of Islam activity covered by 8 security infor- 
mants. Need for development of more sources against Soviet-bloc Inteligence stressed 
to SAC. Need for additional informants in all areas stressed to SAC. Ivlissed applicant) 
deadlines .slightly below field average; no fugitive deadlines missed; missed deadlines 
in Security of Government Employees matters reduced from 57% at time of last inspec- 
tion to 24% - still excessive. Importance of meeting deadlines stressed to SAC., 

« - iv | 4^' » j •* , » * j j* */ * i 

Enclosure ' * ' ' / 

1 - Mr. Callahan (Attention: Mr. C. R. Davidson) (sent separately) V 

b RKM:mbk „ 1‘-’ ,v 
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Memorandum ija Mi?. 

Re: Reeheck Inspection - Chicago Division 


Administrative Operations - Good. SAC andASAC operating efficiently as a team. Re» 
organized supervisory structure workswell ~ adequate — not excessive. Average invest!" 
gative matters assigned per agent for past 3 months « 14.0 « below field average of 19. v 
Average cases closed per agent for past 3 months - 6. 5 « below field average of 10. 

SAC andASAC instructed to take immediate steps to increase productivity . All 
delinquencies noted during last inspection corrected. Average time in office past 3 
months was 32.1% - much too high; SAC and ASAC instructed to take drastic adminis- ^ 
trative steps to reduce this excessive figure. Chief Clerics Office operating satisfactori- 
inspector made several suggestions to increase efficiency. Instructions left by Inspector 
to tighten . supervision and control in view of some delays in processing and routing mail 
and project work. 500 index cards reviewed and 3 misfiled cards found; 0.60% error 
(Group I office average 0.58%). 404 files reviewed, 19 errors of form found - 4.7% 

(field average 6.69%). Stenographic production 3.16 pages per hour (Group I offices 
3.40). No stenographic delinquency during past 6 months. Review of 579 #3 (Locator) 
Cards revealed 29 errors - 5% - high. SAC and ASAC instructed to closely supervise 
and reduce errors. Communications, travel and per diem costs increased. Inspector 
emphasized economy and instructed Chicago to effect reduction. 

Personnel Matters - Good. SAC requests 18 additional agents because of intensification 
of Criminal Intelligence Program, Soviet Bloc Espionage and Counterintelligence . 
Matters Program, surveillances and major cases. Inspector recommends no additional 
agents be assigned because: analysis of assignments and productivity during the past o 
months (August - October, 1960) revealed cases assigned per agent Chicago- are below 
field average; cases closed below field average; overtime below field average; and time 
in office excessively high. Delinquency in Chicago is above field average. (Separate 
memorandum submitted on adequacy of personnel.) Morale excellent. Four agents over- 
weight (1 transferred in since last inspection) compared with 7 at time of last inspecLui- 
SAC following. Anonymous letter mailed Chicago 10/3/60 handled separately. 

Contacts - Very Good. 2 of 11 SAC Contacts developed by SAC Lopez and all know to 
him. In first 9 months of 1960, 112 speeches given compared with ^ in all of 1959. 
Effective results obtained from police training. Liaison with police departments excelic 
except at Calumet City, Chicago Heights, and Chicago where large-scale corruption 
exists. SAC instructed to be most circumspect in any necessary dealings with O. W. 
Wilson of Chicago Police Department. All officials contacted spoke highly of Director, 

SAC and other Bureau representatives. 

/ 

RECOMMENDATIONS: 1. SAC Julius M. Lopez, Jr., GS -16 @ $15, 776, nonyeters 

not on probation - (retiring 11/23/60). Assigned SAC, 
Chicago, since 8/9/59. He has been in the Bureau over 22 years. He is an excellent 
administrator and handles personnel firmly. Morale is excellent in the Chicago Oiiice. 
Mr. Lopez has developed good contacts and has effected good public relations. No 
substantive delinquencies were detected reflecting directly upon Lopez. Inasmuch as n 
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Memorandum to Mr. Mohr 

Re: Rechebk Inspection - Chicago Division 



is retiring it is recommended no letter summarizing the inspection findings be sent 
to him but that a letter be directed to SAC James H. Gale who reported to Chicaso on 
11/21/60. A copy should be placed in the Seat of Government personnel file of Mr. 


Lopez. 



2. ASAC James L. Handley, GS-14 @ $13,259, nonveteran, not on probation. 
ASAC since 10/7/59. Handley is now in his second office as ASAC (formerly in 
Minneapolis). He presents an excellent appearance and is gaining valuable experience in 
his position as ASAC at Chicago. No substantive delinquencies were detected reflecting 
• directly on Handley 1 s supervision. Lopez stated Handley has capably handled the duties 
of SAC in exceHent fashion while Lopez was away from office on official business during 
' several extended periods. According to Lopez, Handley is capable of functioning as an 
SAC in a small office; Inspector concurs. , 

^ ft/ 

9 " 



3. 


Evaluations and recommendations of other personnel handled separately. 
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Memorandum to Mr. Mohr 

Re: Recheck Inspection - Chicago Division 


DETAILS 

(1) PHYSICAL CONDITION AND MAINTENANCE VERY GOOD 

Move to new quarters in the Government-owned Rand McNally Building 
9-23-60 resulted in much improved physical organization of office. Space is secure, 
air-conditioned and neatly maintained. No space problems in foreseeable future.^ 
Numerous items pen din g concerning equipment needs and problems incident to adjust- 
ment to new space. General Services Administration (GSA) being followed vigorously 
concerning need for cleaning facade of building. GSA may be able to clean first two 
floors ($7,000 - $10,000) during current fiscal year. Cleaning entire facade will cost 
in excess of $50, 000 and must await appropriations in next fiscal year. Housekeeping 
delinquencies corrected or ordered corrected. Over-all cost per mile to operate 
Bureau vehicles above field average and increased to 10. 2$ per mile for first 4 months 
of fiscal 1961 compared with 10£ per mile in fiscal 1960. SAC impressed with necessity 
to reduce automobile costs to a minimum. 

(2) INVESTIGATIVE OPERATIONS FAIR 

On 10-31-60 case load was 4203 (3822 active; 381 inactive). Investigative 
delinquency was 8. 5% compared with field average of 7.0%; as of 5-31-60 delinquency 
was 7. 5% compared with field average of 5. 7%. 4 major-type classiications had ex- 
cessive delinquencies, ranging from 10. 5% to 14. 3%. Delinquency in security matters 
13. 5%; criminal matters 8%; and applicant and other matters 2. 1%. Need to maintain 
delinquency at bare minimum and to bring delinquency in security matters in line wita 
delinquency in other investigative matters stressed to SAC. 1 substantive error- detect: 
in 404 pending and closed files reviewed for 0. 24% (field average 0. 34%). Error con- 
sisted of erroneous date of interview oh an interview form (FD-302) in a major jewel 
theft case (Recommendations for administrative action handled separately). 

In fiscal 1960 statistical accomplishments increased in 3 out of 4 
categories - up 187% in fines, savings and recoveries, 4% in fugitives. apprehended, 
and 3% in automobile recoveries; declined 1% in convictions. For first 4 months of 
fiscal 1961 as compared with same period in fiscal 1960, Chicago is up 930% in fines, 
savings and recoveries and" 53% in automobile recoveries, but down 35% in convictions 
and 29% in fugitives apprehended. Necessity of promptly reversing undesirable trend 
in convictions and fugitives stressed to SAC. SAC and ASAC attempting to reverse 
tendency of U. S. Attorney to decline prosecution on some offenses in favor of local 
action. 


Since June 1, 1960, criminal informants (CIs) decreased 3. 45% from 
116 to 112 an d potential criminal informants (PCIs) dropped 10. 33% from 300 to 269. 
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Memorandum to Mr. Mohr 

Re:- Recheck Inspection - Chicago Division 

Cl coverage (rated very good) producing high-quality information in Bureau cases, 
as well as concerning Top Hoodlum activity. SAC instructed to immediately 
reverse trend of numerical decrease of CIs and PCIs while continuing to stress 
quality. Of 14 pending bank robbery matters in which Chicago was office of origin 
as of 10/31/60, 6 have been solved (42. 86%). Of 8 unsolved cases, probable 
identification of subj ects effected in 4 cases. In addition, 7 bank robbery type 
investigations opened prior to June 1, 1960, were solved since that time. Three of 
five (60%) bank robbery matters opened since June 1, 1960, have been solved. SAC 
instructed to place greater emphasis on these cases and to continue developing 
additional informants in this field. 

Survey of Interstate Transportation of Stolen Property (ITSP) cases 
indicates that cases received have increased since the last inspection. In the same 
period, CIs in this field have increased 16. 6% and PCIs have increased 36. 1%. 

Despite these favorable trends, statistical accomplishments for first 4 months of 
fiscal 1961 are lagging behind those for comparable period in fiscal 1960. Necessity 
for substantially increasing accomplishments in ITSP matters stressed to SAC. 

The American Nazi Party is the only hate-type group active in the Chicago division. 
Chicago has no approved racial informants but has 3 potential racial informants undei 
development. There are 15 individuals designated as potential bombing suspects; 
sources established on each. 

Chicago has 916 Security Index subjects (none missing), 6 top function- 
aries, 41 key figures and 14 Smith Act subjects (2 under indictment). Excellent 
coverage exists on Communist Party (CP) activity. Of 495 members, 384 b7D 
positively identified, 34 tentatively identified and 77 remain unidentified. Informants 
report directly on 11 of 15 sections and indirectly on all secti ons of the CP Distric t 
which is s cheduled for radical reorganization. Approximately ! ~l 

~| is a Bureau informant. SAC instructed to press for identification of all . 

CP members and coverage on all CP activity. CP activity on national level continues 
to increase in Chicago on which top-level informant coverage exists. While security 
informants (Sis) have decreased from 95 to 93, potential security informants (2?SIs) 
increased from 14 to 18 and the quality of information received on local, national and 
international levels 'continu es to be excellent. Coverage of Polish intelligence 
activities through source in| [continues to be excellent. Several 

potential double-agents being developed against Soviet-bloc intelligence services. 
Need for development of more sources against Soviet-bloc intelligence stressed. 
National headquarters of Nation of Islam (NOI) located in Chicago with estimated loca 
membership at 1746; activities covered by 8 Sis and 1 PSI. SAG instructed to improi 
SI coverage on NOI and to attempt development of additional double-agent operations. 
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Memorandum to Mr. Mohr 

Re: Recheck Inspection - Chicago Division 



Missed applicant deadlines - 4. 44% of 90 files reviewed (field average 
4. 88%) o Missed fugitive deadlines 0 of 133 files reviewed (field average 5. 31%). 

Missed deadlines in Security of Government Employees cases 24% compared with 
57% at time of last inspection. Importance of meeting all deadlines stressed to SAC. 

(3) ADMINISTRATIVE OPERATIONS GOOD 

SAC and ASAC operating efficiently as a team in the Chicago Office. 

The recent reorganization of the supervisory structure (13 supervisors including 
SAC and ASAC) working well - adequate - not excessive. SAC and ASAC following 
closely to re-evaluate supervisory structure on a continuing basis. Both SAC and 
ASAC have good knowledge of all operations of Chicago Ofi.ee. On-the-spot supervision 
afforded matters by executive staff. Spot interviews with agents reveal they know 
their cases well and are enthusiastic about their assignments. Average investigative 
matters assigned per agent, August, September, October, 1960, was 14.0 (field 
average 19.0). Number of cases closed per agent, August, September, October, 

1960, was 6. 5 (field average 10. 4). SAC instructed to make every effort to increase 
production. Average time in office (TIO) August - October , . 1960, was 32. 1% - 
much too high - SAC instructed to take drastic steps to reduce TIO. All delinquencies 
noted by Inspector during the inspection in June, 1960, were corrected. 

Chief Clerk* s Office (CCO) operating satisfactorily. Inspector made 
several suggestions to increase efficiency and effectiveness of over-all CCO operations. 
Inspector also instructed that tighter supervision and control was necessary. Some 
delays in routing or handling of mail were detected which Chicago attributed to the 
move to its new quarters and the unfamiliarity of the clerical help with the new space. 

A backlog of project work was detected regarding such matters as consolidation of 
files, destruction of files, consolidation and destruction of index cards. This has 
been attributed to the move to the new space in Chicago Division. The Inspector in- 
structed that this matter be closely followed by the SAC and ASAC at Chicago to in- 
sure that substantial progress is made immediately in the CCO with regard to project- 
type work. Training classes were held for personnel of the CCO in August and 
September, 1960, which were wall received and effective. 500 index cards reviewed 
and 3 misfiled cards were found - 0. 60% (Group I office average 0. 58%). A review 
404 files revealed 19 errors of form for a 4. 7% (field average 6. 69%). 

Stenographic production 3. 16 pages per hour (Group I offices 3. 40). 

No stenographic delinquencies during the past 6 months. SAC instructed to increase ^ 
stenographic production. Review of 579 No. 3 (Locator) Cards revealed 29 errors - 5£ 
This is high and the SAC was instructed to reduce. No errors noted affecting agents* p; 
formanceor fringe benefits law. 
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Memorandum to Mr. Mohr 

Re: Recheck Inspection - Chicago Division 

Communications costs increased since June, 1960, ranging from 
plus 3. 6% to plus 17. 5%. Monthly average base figure - $4, 393. 00. Travel costs 
increased since June ranging from plus 3. 4% to plus 42. 2 %. Per diem costs in- 
creased ranging from plus 0. 3 % to 122. 6%. Monthly average base figure 072. 00. 
SAC stated increases in travel costs were due to In-Service, inspections, special 
assignments and transfers. Communications expenses are variable items only part 
of which can be controlled and controls are set up to economize where possible. 

SAC instructed to make every effort to reduce communications and travel costs. 


(4) PERSONNEL MATTERS • • GOOD 

SAC requests 18 additional agents because of intensification of Criminal 
Intelligence Program, Soviet Bloc Espionage and Counterintelligence Matters 
Program, surveillances and major cases. Inspector recommends no additional 
agents be’ assigned because: analysis of assignments and productivity during the pash 
3 months (August - October, 1960) revealed cases assigned per agent Chicago are 
below field average; cases closed below field average; overtime below field averr.ge, 
and time in office excessively high. Separate memorandum submitted on adequacy 
of nersonnel. Voluntary overtime average for past 3 months (August - October, I960 
2:40; SAC reminded of his responsibility to insure overtime performed is essential, 
productive and equitably shared. 

Satisfactory availability check made. Over 200 employees interviewed. 
Morale excellent. 4 agents overweight, 1 of whom was transferred in since June, 
1960 - the time of the last inspection. This is reduction of 3 since there were 7 
agents overweight in June, 1960. Separate write-ups submitted. SAC following. 

Anonymous letter mailed Chicago 10/3/60. Separate memorandum 
submitted concerning action taken relative to this letter. 

(5) CONTACTS « VERY GC0D 

Two of 11 SAC Contacts developed by SAC Lopez; all personally known 
to him. During first 9 months of 1960, 112 speeches had been made before ^jality 
ptoups compared with 50 in entire 1959 - excellent. Annual retraining session 
Illinois graduates of the National Academy (NA) June 6-7, 1960, attended by 5o pei ~ 
sons including 21 of 28 NA graduates associated with the Chicago Police Department 
well received and effective. Cooperation from NA graduates excellent.' Police trar] 
ing program effective and receiving good publicity. Two candidates nominated by c 
as qual&ied for attendance at NA in 1961. Police liaison excellent with exception of 
Calumet City, Chicago Heights and Chicago where corruption requires caution in co 
tacts. SAC instructed to continue to be circumspect in any contacts wnich may be r. 
essary with Chicago Superintendent of Police O. W. Wilson. Officials confected 
during recheck inspection uniformly spoke most highly of Director, the cAC and ou. 
Bureau representatives. Chicago enjoys good relations with representatives oi 

radio and television. 
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Office Memorandum 


UNITED STATES GOVERNMENT 


TO ! Director, FBI 


om : sac, Chicago 


SUBJECT: notice of arrivalX5§3Se^B53®f 

EMPLOYEE ON TRANSFER 



irmNovember 21, 1960 



Special Agent James MSale 


Arrived (time and date) 

November 20. 1960 6:45 P.M. 


Departed 




Office of assignment 

Chicago 


Reported for duty 

November 21 , I960 8:15 A.M. 


(Destination 



Person to be notified in case of an emergency (to be furnished only when such person and address differ from 
information previously furnished the Bureau) 



Relationship 


Wife 


Address 3159 ¥. 52nd St. Clefreland , Ohio 


V tjsv* 

A ft v * 9 

i ' 





^ -- - ** * € 

XI ' I 
VC-I^ 


December 20, 1960 


Mr. James H. Gale 
Federal Bureau ol Investigation 
Chicago, Illinois 


Dear Mr* Gale: 


I am taking this opportunity to commend, 
through you, the agents in the Chicago Office who 
took part to capably in the inves ligatio n of the Theft 
from Inters tate shipment cate involving 


The success realized in the recovery of 
ion of the stolen property can be ascribed 
, 1 , 1 — te unusually alert, discreet and skillful 
manner in which each man handled his individual re- 
sponsibilities, The teamwork and cooperation dis- 
played in this assignment were certainly noteworthy 
and a credit to those who participated. I want you to 

convey to them my appreciation for a difficult-job 

expertly handled. , (i _ ^ - , 


ineerely yo|rs* 


u. Ccf 


,v " drlU'.ii fv 

- - - y { 1 


1 - FA C, Chicago (Personal Attention) . \ 

Based on information submitted by you the Bureau has con- 
cluded that individual letter^pf commendation for participating 
personnel are not warranted: ' Plaeea copy of this letter in their 
, personn el file?. . v Jr 


i 1 - Miss 
1 CMT:rd * 


Sent Direct) 


\ ■/ 


. ,w, 

a 1 / - 


MAIL ROQM 1~/ J TELETYPE UNIT 1 1 


OVER 



Jarcet tu Gait* 


Cojji&L yxn&ax <ad aad attached ior placing in ths iOiloAiag ftt^r 
Loaert L, Safcer 


C 

, JiJ 


ronm 
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JoiaiJ. CiUiagwjr 




n 


M 



Jtnmry S, 1261 


iv- 1“« JftiiLwC it. Gale 
Fef-ral Bureau of low. Illation 

Chicago, lilinoi;.. 


Dutr Mr. G«Ie: 


TUo agent in tho Chicago DavLIou who 
look iv-ii l in tho inv-r fixation of the Inter? t ate Tram 
tjorUtioii of _-.olen Propjrfy care involving | 

ana 


bid others did an oxaeUent job and i am 


taking this, occasion to commend them, through yon. 


MAJIED 31 


1C41 


C0:-*;**-F3l 


Tolson 

Mohr 

Parsons _ 
Belmont _ 
Callahan . 
De Loach . 

Malone 

McGuire _ 
Rosen — 
Tamm 


X great deal of diligence, alartne? * and 
dkerelion was exhibited by the men who art it- ted 
in tiiit matter and they contributed materially to the 
success realized. Their teamwork and enthusiasm 
were certainly noteworthy md a credit to them and 
to the Bureau. 1 want you to convoy my i incore 
appreciation to the participating agents for their 
expert handling of fchk an Ignment. . 


be 


m 


:o 


-n 


UJ 

V3 


i&3 


ineerely yourr, 

J. L- i, ' ir Hc*c 

1 - SAC, Chicago (Personal / ttention) 

Based on information submitted by you the Bureau has con- 
cluded that individual letters of commendation for participating 
personnel, with the exception of SA McCormick, are not warr anted. 
Place a copy of this letter in files of these employees. 


1 - Miss 


.1 


CMT:rd 


(Sent Direct) 
1 


fi 




Trotter 

W.C. Sullivan . 
Tele. Room — 

Ingram 

Gandy 


,s" 
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RECEIPT FOR GOVERNMENT PROPERTY 

FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 

1-23-61 

I certify that I hav^//pf//the following Government property for official use: 
returned 

D. C. Official Parking Permit 1961 




December 20, I960 
VEBSQH&& ATTENTION 


M* -.larlin Vm Johnson 
Federal Bureau of Investigation, 
Washington, B. €, 


Bear Mr. Johnson; 


1 have reviewed the results of the recent inspection 
of the Washington Field Office and, based upon the Inspector’s 
findings, the following ratings have been made; Physical Condition 
and Maintenance, Administrative Operations and Personnel Matters - 
Good; Investigative Matters - Very Good; and Contacts - Excellent* 

I am pleased to learn that every effort is being made 
to obtain full utiUr??iiaa of tho existing space even though the antiquated 
nature of the facilities poses numerous problems. It will take the 
complete cooperation of every member of your staff to maintain a 
presentable appearance. 

I desire that you closely follow the recommendations 
of tho inspector as outlined in redesigning the main reception areas. 
The steps indicated should improve security of the office, give mors 
effective control of visitors and present a more businesslike appear- 
ance. 


The Inspection of the automotive fleet disclosed that 
the office is cooperating in the maintenance of this most important 
facility. It Is encouraging to note that while your repair costs have 
increased, the increase has not been ns great as the field average; how- 
ever, it is of great concern to me that your office continues to be 
extremely high in tho over-all cart pi r mile to operate this fleet. You 
jnus’t tive iMo situation your personal attention and cv:?rt wery effort 
to iir.prov; tMr picture. 

1 - SAC, Chicago (Personal Attention) 

1 - Mr. Callahan (Attention: Mr. C. B. Davidson) (with enclosure) 

1 - Personnel File of SAC Marlin W. Johnson 
r l - Personnel File of SAC James m Gale (See NOTE last page) 
ECW:meh (9) 



blr. Carlin W. Johnson 


I am pleased to observe that the growing case loads 
have been given aggressive attention as indicated by the ability of your 
office to consistently keep the work assignments in a current status. 

The three errors of a substantive nature detected 
during the inspection could have been avoided by closer attention to 
detail on the part of both investigative and supervisory personnel. You 
should emphasize the need for prompt handling of all investigative 
matters as well as the necessary folfow-through in the completion of 
all reporting procedures. 

The first five months of this fiscal year indicate a 
favorable picture in fines, savings and recoveries, fugitives apprehended 
and cars recovered; however, I note with great concern your office is 
down 41% in the important category of convictions. An analysis by the 
Inspector reflects that a potential for Improvement exists in this area. 

You are, therefore, expected to give this particular problem your personal 
attention in order to bring about m immediate improvement and to fully 
exploit those cases In which potential for convictions exists. 

The increase in Criminal Informants is a noteworthy 
accomplishment. You should, however, give special attention to the 
Potential Criminal Informants as the decrease noted indicates a 
trend that must be reversed. A vigorous, well-planned Informant 
Program requires constant efforts to substantially increase existing 
coverage by development of additional informants and by replacement 
of those who fall by the wayside or otherwise outlive their usefulness. 

The inspection disclosed an improvement in the meeting 
of applicant deadlines; however, the existing problem of eliminating 
delay attributable to other Government agencies is still a major goal 
to be attained. In view of the short deadlines in many sensitive cases, 
you should insure that every step possible is taken to speed die service 
afforded by these sources. The prompt handling afforded fugitive matters 
is desirable and you should exert every effort to completely eliminate 
any delay in the coverage of investigative leads. 
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; ir. arlin Vv. Johnson 


The aggressive attention being afforded security matters 
in the Washington area including counterintelligence efforts against hostile 
foreign forces is reassuring. The broad coverage being obtained through 
security informants and sources is an invaluable aid in the delicate 
handling of these cases. It is expected taat every effort will be made to 
maintain this favorable position. I note that the rapid growth of the 
Nation of Islam membership in this area is being closely watched and 
added informant coverage has been made. This should receive continued 
emphasis in order to accurately assess the dangerousness of this 
organization. 

The realignment of work responsibility outlined by the 
Inspector in the inspection report and concurred in fey you should fee 
Closely followed fey both you and the Assistant Special Agent in Charge, 

Any minor adjustments that appear necessary should be made promptly} 
however, you should keep the Bureau advised in order that an accurate 
picture is available concerning the supervisory structure. These 
administrative changes should not lessen in any way the affording of 
aggressive leadership and direction to all major cases and developments 
in your office. 

1 am displeased with die high percentage of time spent in 
the office fey investigative personnel. While there are certain factors 
in connection with security work and involved accounting cases that 
contribute to this high percentage, it is expected that you will take 
effective steps to drastically Improve this situation. 

The continued low production of the stenographic pool 1g 
a problem that must be given your personal attention. The ability of 
you and your staff to instill purpose and direction and inspire dedication 
in these employees will be a decisive factor in achieving improvement. 

The Inspector found that your personnel complement is 
adequate, yet not excessive, despite the extra work load presently imposed 
on your office occasioned by investigations requiring special emphasis, 

I was pleased to learn that all personnel passed the required 
examinations, that the voluntary overtime is being equitably shared and 
that morale in the W asMngton Held Cffice is very good, 1 note, however. 




that there are five special Agents m o are overweight. 1 shall expect 
you to follow this closely to assure earliest possible compliance with 
the Bureau's weight standards tinier proper medical guidance. 


I will expect you to complete your initial meetings with 
all SAC Contacts as soon as possible and assure that their services 
are utilised to the Bureaus interest whenever appropriate. 

The Inspector reported that contacts and liaison are 
effective and that you are Keenly aware of the necessity of maintaining 
good public relations, I am pleased that officials who were contacted 
during the inspection spoke favorably of the Bureau and representatives 
of the Washington Field Office. 

A copy of this letter is being made available to your 
predecessor for his information and guidance in discharging his recently 
acquired responsibilities as special Agent in Charge of the Chicago 
Office. 


You and the Assistant special Agent in Charge should 
carefully review the inspection findings contained in the various 
inspection memoranda furnished you by toe Inspector. Thereafter, 
you should inform toe Bureau promptly and in detail of toe action 
taken by you to correct the delinquencies detected, 

sincerely yours. 


John Idgar Hoover 
director 


NOTE: Based on memorandum J. F. Malone to Mr. Mohr dated 12-27/60 
captioned "Inspection - Washington Field Office, J3. C. Williams, Inspection 
Staff, November 30 - December 19, 1960, n ECWtmefi. 
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SAC, Chicago 


February 14, 1961 


Director, FBI 
IN-SERVICE TRAINING 


Your Security In-Service Training scheduled for May 22, 
19bl, is hereby canceled and you are being rescheduled for Security 
In-Service beginning July 3s 19ol. 

Confirm attendance. 





NOTE! Due to commitments and the scheduling of additional 14 Agents 
on Foreign Assignment, it has been necessary to make the above 
change. Dates have been checked with the Training and 
Inspection and Crime Records Divisions and there are no conflicts 
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Mr. James H. Gale 

Federal Bureau of investigation 

Chicago, Illinois 


Boar a.£l\ Gal* 


I want you to commend the agents in the 
Chicago 'Division who conducted the exc ellent invest iga- 
tion of t he Bank kobbery ease involving 
l and others. 


This matter was handled with a high degree 
of enthusiasm, shill and efficiency by these men and, 
through their diligent and alert efforts, very success- 
ful results were realized. They voluntarily worked long- 
hours on this assignment and their deration to duty was , 
exemplary. °Iea3e convey my appreci ation to those. 
men for their capable services. 


•be 


w 




i . , 


tbfer 


Sincorel; 

J* icaar i-ft 


y yours, 


C t? 


L 


1 w 


jlson 

arsons 

ohr 

jlmont 

illahan 

jnrod 

»Loach 

an s 

lone 

, sen 

vel 

>tfer 

* Sullivan . 
ji. Room — 

ram 

idy- 


1 - &AC, Chicago (Personal Attention) 

^ Based on information submitted by you the Bureau has concluded 
* A,i ]that individual letters of commendation for participating agents are not 
Warranted. Place a copy of this letter in their personnel files. 
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Mr. James & Gale 
Federal Bureau of Investigation 
— -Chicago, Illinois 


Dear Mr. Gale: 

X am especially pleased to commend, 

- through you, the agents of the Chicago Office, who 

participated in the inveftMuatlrtnft rtf hgn Rank 

Robbery cases involving | 

The success achieved in the solution of 
these cases can be ascribed in a material degree 
' to the unusually devoted, alert and resourceful 
manner in which these men discharged their respon- 
sibilities. They exhibited excellent ability and their 
services were a credit to them. X want you to 
express my sincere appreciation to them for the high 
caliber of their efforts. 


Tolson 

Parsons _ 

Mohr 

Belmont _ 
Callahan . 

Conrad 

DeLoach- 
Evans 


Malone _ 
Hosen _ 
Tavel 
Trottfer _ 


Sincerely yours, 

JL Edgar HooveC 


Qt(o 


1 - SAC, Chicago (Personal Attention) 

Place copies of this letter in files of agents who participated 
in this matter but were not individually commended. 
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OPTIONAL FORM NOrMO 
50t0— 104 

UNITED STATES GOVERNMENT 

Memorandum. 


to : DIRECTOR, FBI 

SAC , CHICAGO 


date: 3-27-61 


subject: SAC JAMES Hj^GALE 

ACCIDENT INVOLVING PERSONALLY 
OWNED AUTOMOBILE MARCH 25, 1961 


At approximately 4:10 p.m. Saturday, 

March 25, 1961, I was proceeding South on Skokie 

Boulevard, Skokie. Tii-inMe i with -fam-iiy when 

a car operated bvl [ . age 16 , 



pulled out from a parking "place’"'and' struck the™rTght 
side of my automobile. Damage in the amount of 
approximately $150 to $200 was done to my right door 
and right quarter panel. 

An officer from the Skokie Police Denart- 
ment was called, and 


was at 


admitted to the officer that he,| 

fault in pulling out from a parking space into oncoming 
traffic. 


2 


was accompanied 
I was accompanied 
There were no injuries . 


by his father 

by my wife and two children. — ^ 

and I contemplate taking up my damages with| 
insurance company, which is the American Mutual JjiaDiix 
Insurance Company. 


L 


The above is being furnished for the infor- 
mation of the Bureau. 


- Bureau 
1 - Chicago 
JHG:HFM 


(3) 


V 


67- 






APR 3 




8 APR 10 1861 55 









April 5, 1961 


PERSONAL 


I ’ 

Mr. James H. Gale 

Federal Bureau of Investigation 

Chicago, Illinois 

Dear Mr. Gale: 

It ms a pleasure to receive your 
letter of March 29, and I do appreciate your attitude 
concerning the articles written by Richard B. 
Ogilvie. 


I was very interested to learn the 
alleged reason for the publication of this material, 
and I hope you will keep me informed of any future 
developments. With respect to your comment 
regarding possible action in this matter, no sug- 
gestion comes to mind at the moment. If there is 
anything I want you to do, you may be assured I 
will let you know. 



mashed; si 


5 1861 


COMM-FBI 


Sincerely yours, 

J. )>: />< Heorar 
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NOTE: Mr. Gale is SAC of CMcago. The Ogilvie articles 
appeared in "S$e turner ican’ ’ and a portion of them 

pweyeryery critical of the Director, the FBI also. Ogilvie 
was a'fotmer Special S.s$istant to the Attorney General and 
a very strong supporter for the ' : creation of a national crime 
- CHD®iimissi»n. j : 

HHA:jcs n J<3) 
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mt. iviohr,_ 
. S i n f r ' BoIlH °n£- 

l/\ I J r ‘ CaIte; :aa 

' 1 ?5 r ‘rtv_9°^ ra J 

Chicago nr . J 
March 29 , i 9 6l f»«r. jn a i 0ac 


Director dgar Boover 
WasMngto^X cf Inves Mgation 
“ear Mr. Hoover : ^ 7 " ^ 

Jhis attempS^^b?? distor tion of the e 
./local authoritie^ 1 ? 01 ® the *®i for thl J a ? ts and 
/ a nd handle €S to s °lve fai lure of 

,f Mr. tapracSc 6 " ” a ‘ ts ^ °* a llcaf i°? al ““ders 
1Cal and stupid. nature are un- 

i : } l ° r ^ir a rj - ~* ln hls 

,^ TT ^ie~xs- 
,to run for 



Mr. Rosen. 
Mr. Tavel 
Mr. Trotter 

JS* 

?* eJEe * ftoom_ 

f v 5r* l22 ^ani. 
^Tiss Gandy. 


Jo 6 


r* bAU § These art^rs — r \ 

Governor of 

W H1 never cert ain that th-i ?1& A ‘ 6 ^ i 6 ' “ 

th ® FBI as fhe n re hiS high officl bv^ empt£m ^^ 

such unfounded ald 9rd y<?u ha Ve buii t k ?° C ? lng youftafta 
is sickeni "g to 

. “ ° S11Vie attempt 
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April 18, 1901 
PERSONAL 


Mr. James E. Gale 

Federal Bureau of Investigation 

Chicago, Illinois 


Bear I,Ir. Gale: 



cz 

1 

rrj 

GDg 
! —i £ 

O 
o 


3? 


*o 


in 

o 

3 

gf 


My attention has been directed to a delay in 
handling the Special Inquir y investigation concerning 

|and in this instance you and your 
subordinates did not function properly. A report dated 
March 10, 1961. indic ated that there had been a failure to 
account for | [ activities from 1946 to 1948 and it was 

necessary to instruct you to reopen this case and perform 
additional investigation. This delinquency resulted in an 
unnecessary delay in completing the investigation and this 
undesirable situation should have been avoided, particularly 
in view of the emphasis that must be afforded cases in this 
classification, , i ■ - 

' * .•?-/ 3Y 

Therefore, I desire ySu'to immediately take • 
appropriate steps to make certain that such investigations are 
afforded more thorough and effective handling in the future so 
that there will be no basis for similar criticism. 


h6 


0 

V 


Very truly yours, 

W;j|x 4 (4) 

1 - SOG Chicago Field Office File 
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Based on memo Evans to 
Parsons, 4-16-61, 
CAE:sp 
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Rosen _ 

Tavel 

Trotter _ 


John Edgar Hoover 
Director 
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*.7r, James h„ C'.le 
a Cu'eral Bureau of Investigation 
Chicago, Illinois 


Bear .dr, Gale: 

Xn conne ction with a review of tfco fa- 


cial 


5C' 

n 

o 

o 

ni 

m 

03 g 


lie foUowiitr* CT 

S3 

o 
o 
3C 


Inquiry case concerning 

Isas been noted. & closing-type report dated march 10, 1001, 
was receiv ed which in dicated that there had been a failure to 
account for [ activities from 1016 to ISIS. Therefore, 

it vas necessary to have the case reopened and you were 
instructed to conduct additional investigation. This resulted in 
an unnecessary delay in handling this matter which should have 
been avoided. 

I ccordingly, you are instructed to conduct a 
thorough review of the handling of this matter in the Chicago 
EMsiOii and you should secure osplanationy from responsible 
personnel. Such material should be transmitted to the Bureau 
at once together with your comments and recommendations 
concerning administrative action. 


-T> 

90 
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Very truly yours, 


SOG Chicago Field Office 
File 
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Based on memo Evans to 
Parsons, 4-14-61, CAE;sp 
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John l.dgar hoover 
Director 
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NOTE: This will confirm oral instructions furnished SAC Gale 4-18-61. 
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April 21, 1861 


MEMORANDUM FOR MR. TOLSON 


On April 7, 1961, I saw Special Agent in Charge James H, 
<5ale of the Chicago Field Division, who was in Washington for a 
one-day criminal intelligence conference. 

I discussed with Mr. Gale generally the program and the 
responsibilities which we must face up to in handling this crash 
action against racketeering individuals and groups in this country 
and in view of the fact Chicago was one of the largest areas and 
had in it a number of the top targets, it was imperative he give 
top priority to the handling of this class of work. 

I also told Mr. Gale of my conference with Mr. James )?. 
O’Brien, the new United States Attorney at Chicago, and my impression 
was that Mr. O’Brien had a high regard for the FBI and wanted to 
work in close cooperation with it and he should establish close and 
cordial relations with Mr. O’Brien. 
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Very truly yours, 


N. 
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John Edgar Hoover 
Director 
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April 28, 1961 


I 

PERSONAL i. 

3=m 



Mr. James H. Gale 

? i 

■^o 

Federal Bureau of Investigation 

33 g 

-J! 

Chicago, Illinois 

iH o 

u> 

o 

~o 


o 



o 

22 

Dear Mr. Gale: 




Agents 


Reference is ma de to the annual performanc e ratings 
Walter M. * dggs, Jr. , and I 


'ibmitted on Special 

I 


it is noted under Specific 


With respect to the rating on Mr. 

Comments, number 11, regarding administrative advancement, that he is not com- 
pletely available for such advancement and that you indicate he is qualified. Availa- 
bility is a requirement for administrative advancement and, therefore, if an agent 
is not available in this regard he cannot be complet ely qualifie d. You should submit 


an amended number 11, after being initialed by Mr. 
sistency. 


clarifying this incon- 


b6 


Comments under number 11 on the Specific Comments on the rating of 
Mr. Higgs have been noted. If Mr. Higgs requested to be relieved of his assignment 
as a field supervisor and his family situation prohibits him from acting in an admin- 
istrative capacity, then he certainly is neither completely available nor completely 
qualified for administrative advancement. You should clarify this matter by sub- 
mitting an amended number 11, after it is initialed by Mr. Higgs. 


You are advised that the outstanding rating on element 15, in vestigative 


atjilitjr and results, on the rating guide and check list on the rating of Mr. 
3 fi&s bben reduced to excellent inasmuch as all the subelements rated were 
g $t}t£janding. Advise 


not rated 


of this reduction. 




O 

O 



You should make the appropriate adjustments on the copies of these 
rating s in your office. 

?MT:rd‘ "f 
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Mr. James H. Gale 


Bring these matters to the attention of the supervisory personnel in your 
office responsible, for the preparation of these ratings. These deficiencies indicate 
that sufficient thought is not being given to the handling of performance ratings. You 
should take the necessary steps to insure that in the future more care is given to their 
preparation and review. 

Very truly yours, 

J. Bdr.j 

John Edgar Hoover 
Director 


- 2 - 
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May2, 1901 

PxjKSONAL attention 


Mr. James H. Gala 
Federal Bureau of Investigation 
Chicago, Illinois 


CDg 


Bear Mr. Gale: » 

O 

k 1 ^ 

1 The annual performance rating of Special Agent| F 

Sated March 31, 1901, states in item 01 that his sick leave record 
wa 3 nO tabnormal and in item D 2 that he used more sick leave than fee earnec*. 
An affirmative finding on either point requires an explanation in the narrative 
comments. There is no mention of the matter, however, in the narrative 
comments. 


According to Bureau records. Special Agen^ 
following sick leave during the rating period. 


lused the 


MAY 3 - 1961 

COMM-FE! 


4- 25-60 and 4-26-60 

5- 16-00 

7-19-60 and 7-20-60 
3-15-60 through 3-17-60 
3-30-60 and 3-31-60 

10- 5-60 

11- 14-60 through 11-16-60 

12- 5-60 through 12-7-60 
12-22-60 

2-1-61 through 2-3-61 

Total 


1 / 


Scaivhi 


During the same period Special Agent | l earned 104 hours 
of sick leave. It is noted he used a day or more of sick leave in each of seven 
, m onths. \$hen you revise the narrative comments of his performance rating to 
, es nlai n his use of more sick leave than he earned, you should consider carefully 
IzHwhether his sick leave record should not be deemed abnormal. In tills connection 
* — pl ease see the Manual of Bales and iiegulations. Part 1, Section 5, 0 1. 

- WEC:icc (4) T l " "' 
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special inquiry cases in &fclch there was & delay la completfefc iha iave£i%attoi :&c. 
getting the summary report out* s here te attached % detailed memorandum 
Uxcatgot siting ext analysis of these cases. 

l he haste problem in this instance was occasioned fcy a iai^e aumiiT 
oi u.^-.-^i6 received firoxi the * Mte souse, v &hinet officers aad ^ong resstsaal 
j. - Xik vS& la *- dreary, in this eoanectioa, we seat out 14* &iimiumrle^ la . urc'ii 
a* ! uwxtrsbted to fiS I at dreary* tome of the delays were occasioned by the 
necessity lor expediting certain eases In which the >>iiite * ones expressed a requi^i 
for most expedite attention* 

. evertheless, these delays should not have occurred and the 
attached detailed analysis in summary reflects the foliating? 

U) v 1 the eleven cases* lour were request* from co%re#sionai 
committees* two from the C-epartment of *,tat# and five from the . Mte 
. oase. A the latter five* four iavoivea clerical employees who hsd 
Men wording since inauguration day. 

($1 m ten instances* the field failed to complete the thorough 
investigation required toy the deadline date. * f these instances, save® 
trained In the ashtagtort ~ laid •'. ffice* two in Boston and one In >_ ftfca&o* 
these delays occurred mrm though the eases were closely Mtet d by 
ih# supervisors at the ^ u 

$) i he detailed reports submitted by the field are reviewed at 
the i ■. u and a summary written, i'hese summaries go oat In printed 
form and have la he letter perfect# **,imy of these casts are involves an*. 
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l « administrative division 
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tttundara Form 88 
(Rev. Aug. 1850) 

PBOllULGATED BY 

Bubeatj or the Budget 
CliiCDLAE A-24 


REPORT OF MEDICAL EXAMINATION 




1. LA^T /iAWH— FIRST NAME— MIDDLE NAME . 


i 


GALB, JAMES HENRY 


2. GRADE AND COMPONENT OR POSITION 

SACj_ GS-17 


3. IDENTIFICATION NO. 


4. HOME ADDRESS (ATtiiTito', sired or EFD, city or town, zone and State) 

701 East Shabonee Trail, lit. Prospect,! 


5 . PUSTOSS OF EXAMINATION 

.L Annual 


6. DATE OF EXAMINATION 

4/28/61 


7. SEX 

Male 

8. RACE 

Ydiil 

be 

9. TOTAL YRS. GOVT. SERVICE 
MILITARY J CIVILIAN 

10. DEPARTMENT. AGENCY. OR SERVICE 

FBI 

11. ORGANIZATION UNIT 

12. DATE OF BIRTH 

9/28/21 

13. PLACE OF BIRTH 

Cleveland, Ohio 



Km 

[ same as above 


be 


IS. EXAMINING FACILITY OR EXAMINER, AND ADDRESS 

Y/est Side VA Hospital, 900 S. Damen 


16. OTHER INFORMATION 


17. RATING OR SPECIALTY 


TIME IN THIS CAPACITY: TOTAL 


LAST SIX MONTHS 


CLINICAL EVALUATION 


(Check each item in appropriate coi- 
umn: enter *Vf. Ed* if not evaluated) 


N O TES. — Describ e every abnormality in cfe^ai/. {Enter pertinent item number before each 
comment: continue in item 73 and use additional sheets if nocorsnrv.') 


NORMAL 








W'"' 


t S' 


I 

i 


ABNOR-I 

MAL 


Females only 


18. HEAD. FACE, NECK. AND SCALP 


19. NOSE 


20. SINUSES 


21. MOUTH AND THROAT 


22. EARS— GENERAL 


tint. & cxi.conalt) (Audilory 
acuity under item* 70 and 71) 


23. DRUMS (Perforation) 


2 A pvec ftpKFRit CYitiwI ceuify and refraction 

M. EYES— GENERAL vndet iiemM BQ% gp, ani gJ) 


25. OPHTHALMOSCOPIC 


26. PUPILS {Equality and reaction) 


27 . OCULAR MOT.UTY 


28. LUNGS AND CHEST (.Include bursts) 


29. HEART (Thru si, size t rhythm, sounds ) 


30. VASCULAR SYSTEM {Varicosities, etc .) 


Cjr '/ — ;> 

<?■ 7- 




Or 

* •• J-' / 


31. ABDOMEN AND VISCERA {Include hernia) 


32. 


ANUS AND RECTUM 


33. ENDOCRINE SYSTEM 


34. G-U SYSTEM 


35, 


UPPER EXTREMITIES rtmc ‘ o/ 


37. 


LOWER EXTREMITIES of motion) 


38. SPINE. OTHER MUSCULOSKELETAL 


39. IDENTIFYING BODY MARKS, SCARS, TATTOOS 


40. SKIN. LYMPHATICS 


41. NEUROLOGIC (Equilibrium te«to under item 7£) 


UllC-Wo 


i ,30^' 



42. PSYCHIATRIC (Specify any personality deviation) 


43. PELVIC 


{Check horn done) 

□ VAGINAL D RECTAL 




{Continue in item ?3) 


44. DENTAL {Place appropriate symbols abacs or below number of upper and lower teeth , respecliedy) 


0. — Rcstorablc tesih 

1. —Nonre$torable teeth 

cjL 


X. — Missir.g teeth 


XXX,— Replaced by dentures 


(6 X 8), — Fixed bridge, brackets to 
include abutments 


?ie 


* 


9 10 11 


12 


SI 


30 29 


28 


27 


23 25 


13 « K e 


24 23 


22 


21 


20 19 


% % 


REMARKS AND ADDITIONAL DENTAL DEFECTS AND 
l * ~ SES 


LABORATORY FINDINGS 


















































MEASUREMENTS AND OTHER FINDINGS 


51. HE^H^ [ r 

BBH 

S3. COLOR HAIR 


54. COLOIJJ^E^ 

55. BUILD: 56> 

SLENDER MEDIUM HEAVY^OBESE 

n □ w □ 

57. BLOOD PRESSURE (Arm at heart level) 

58. PULSE (Arm at heart level) 

SITTING 


RECUM- 

BENT 


STANDING 
(8 min.) 





DIAS. 

WMEBM 

59. DISTANT VISION 

60. REFRACTION 

61. NEAR VISION 

RIGHT 20/ a CORR. TO 20/ 

BY S. CX 

yj | CORR. TO BY 

LEFT 20/ 2.0 CORR. TO 20/ 

BY S. CX 

J 1 CORR. TO BY 


62. HETEROPHOR1A: * > 

{Specify distance) ES® EX® R. H. L.H. PRISM D1V. PRISM CONV. PC PD 


63. ACCOMMODATION ' 

right//© LEFT 


64. COLOR VISION (Test used and result) 


65. DEPTH PERCEPTION 
|^, (Test twed and score) 


UNCORRECTED 


CORRECTED 


66. FIELD OF VISION 


67. NIGHT VISION (Test used and score) 


68. RED LENS 


69. INTRAOCULAR TENSION 

/fo { 


70. 

HEARING 


71. 



AUDIOMETER 



72. PSYCHOLOGICAL AND PSYCHOMOTOR (Tests used and score) 


Af~ /issv 
/S' ns sv 

2d /is 
2d / ,s 


250 

£68 

mm 

1000 

10U 

W8m 

sooo 

£898 

mSRm 

II Mm 



niwnl IT w 

LEFT WV 

RIGHT 



B 


iiiii 





LEFT 



mm 



m 





73. NOTES (Continued) AND SIGNIHCANT OR INTERVAL HISTORY 


(Use additional sheets of plain paper if neeestarp) 

74, SUMMARY OF DEFECTS AND DIAGNOSES (List diagnoses t oilhUem numbers) 



1 














































Standard Form 89 
(Rev. Aug. 1030) 

X^.OMUI.fl.VTED BY 

35ui;eau of Tim Budges 
| Circular. A- 24 


EEPORT OF MEDICAL HISTORY 

THIS IHFOBMATION IS FOR OFFICIAL USE ONLY AIID WILL HOT 0E RELEASED TO UNAUTHORIZED PERSONS 


2. GRADE AND COMPONENT OR POSITION 


j U LAST NAME— FIRST NAE-VS— MIDDL5 NAME 

GALE, JAMES HENRY 

4. HOME ADDRESS (Number 4 street or &FD, city or tmn, zone and Stale) 5. PURPOSE OF 

701 East Shabonee Trail, lit. Prospec", 111. 

( 7. SEX 8~ RACE 9. TOTAL YRS. GOVT. SERVICE 10. DEPARTMENT. AGENCY, OR. SERVICE 

Male White H,UTARY I C1V,L,AH FBI 


«2L DATE OF BIRTH 13. PLACE OF BIRTH M. NAME. R ELATIONSHIP. AND ADDRESS O! 

9/23/21 Cleveland, Ohio Mrs. | 

"l5. EXAMINING FACILITY OR EXAMINER. AND ADDRESS i 16. OTHER INFORMATIC 


SAC, GS-17 


S. PURPOSE OF EXAMINATION 

, 111 . Annual 


M. NAME. RELATIONSHIP. AND ADDRESS OF NEXT OF KIN 


3. IDENTIFICATION NO. 


6. DATE OF EXAMINATION 

4/28/61 


It. ORGANIZATION UNIT 


Mrs. 


same as above 


5. OTHER INFORMATION 


West Side VA Hospital, 900 S, Damen | 

17. STATEMENT OF EXAMINEE'S PRESENT HEALTH IN OWN WORDS. (Follow by description of past history , if complaint exists) 


18. FAMILY HISTORY 


19. HAS ANY BLOOD RELATION (Parent, brother t sister , other) 
OR HlfSRAND OR W!FF: 


( Check each item) 


RELATION (S) 




20. HAVE YOU EVER HAD OR HAVE YOU NOW (V 


(Chock each item) 


SCARLET FEVER, ERYSIPELAS 
DIPHTHERIA 


'RHEUMATIC FEVER 


'occ check at left of each item) 


(Check each item) 



WHOOPING COUGH 


FREQUENT OR SEVERE HEADACHE 


PI221NE53 OR FAINTING SPELLS 


L YE TROUBLE 


TAR, NOSE OR THROAT TROUBLE 


XKKOUfCOft FREQUENT COLDS 


-'flAY FEVER 


21. HAVg^O'J EVER (Check each xtem) 

XT [Worn glasses 


✓SOAKING SWEATS 
(Night meats) 


♦ASTHMA 

SHORTNESS OF BREATH 

T*A!N OR PRESSURE IN CHEST 
— . 

tfimO NIC COUGH 

-PALPITATION OR POUNDING HEART 
'IrHGll OR LOW BLOOD PRESSURE 


(Chock each item) 


l„ ^fUMOR. GROWTH. CYST. CANCER 
\ •UIJPt'URE 

s** — 

j, WfPPENDICITIS 


^ I PILES OR-RECTAL DISEASE 


(jChcck each item) 




STOMACH, LIVER OR I HTEST 1 fL'.L TfiOi iSLE 


. LL ADC, ti TftOUTU: GR GAU. STOUTS 


ANY RcACUON IO STRUM. DRUG OR 
"WlEDICiNh 


VT ATTEMPTED SUICIDE 


FfiEQULUT OR PAINFUL URINATION 
-TtlDNFY STONE OR BLOOD IN URINE 
- SUGAR OR ALBUMIN IN URINE 


WNFREAL DISEASE 

< ENT GAIN OR LOSS OF WEIGHT 
B^ARTHRITIS OR RHEUMATISM 

JOINT. OR OTHER DEFORMITY 


i ^rOSSOFAKM. LEG. FINGER. OR TOE 


U 'PAINFUL OR “TRICK" SHOULDER OR U-BOW 



|H| 


CLt'^A'SLTEP WALKER 



AGE AT ONSET OF MENSTRUATION 


INTERVAL BETWEEN PERIODS 


HAD PAINFUL MENSTRUATION 


DURATION OF PERIODS 
DATE OF LAST -PERIOD 


23. HOW MANY JOBS HAVE YOU HAD IN THE 
PAST THREE YEARS? 


HAD IRREGULAR MENSTRUATION J QUAN ITTY: LJ mohmal {j excessive Q scanty 


23. WHAT IS YOUR USUAL OCCUPATION? 

SAC' b 0 & ■ 


26. ARE YOU (Check ono) 

{^‘PiCirT UAUDEO Q LEFT HANDED 











































NO 


YES 


CHECK EACH ITEM YES OR NO. EVERY ITEM CHECKED "YES'’ MUST BE FULLY EXPLAINED IN BLANK SPACE ON RIGHT 


X- 

» i V ^ 


27. HAVE YOU BEEN UNABLE TO HOLD A JOB BECAUSE OF: 
✓a: sensitivity™ chemicals, dust, sunlight, etc. 


V- 


. B. INABILITY TO PERFORM CERTAIN MOTIONS 




c; INABILITY TO ASSUME CERTAIN POSITIONS 


D. OTHER MEDICAL REASONS (If yes, givoreaaons) 


IT 3 ' 


. have you ever worked with radioactive sub- 

STANCE? 


ir 


DID YOU HAVE DIFFICULTY WITH SCHOOL STUDIES 
OR TEACHERS? (If yes, give details) 


ur 


HAVE YOU EVERBEEN REFUSED EMPLOYMENT BECAUSE 
OF YOUR HEALTH? (If yes, sta to reason and give 
dgfikils) 


'€\. HAVE YOU EVER BEEN DENIED LIFE INSURANCE? 
(If yes, state reason and give details) 


32. HAVE YOU HAD; OR HAVE YOU BEEN ADVISED TO HAVE. 
ANY OPERATIONS? (If yes , describe and give 
age at which occurred) 


33. HAVE’ YOU EVER BEEN A PATIENT (committed or 
voluntary) IN A MENTAL HOSPITAL OR SANATOR- 
IUM? (If yes, specify when, where, why, and 
name of doctor, and complete address of 
hospital: or clinic) 


t i 34. HAVE YOU EVER HAD ANY ILLNESS OR INJURY OTHER 
\^X THAN THOSE ALREADY NOTED? (If yes, specify 
** I w/icn- where, and give details) 


35. 


H" 


HAVE YOU CONSULTED OR BEEN TREATED BY CLINICS, 
PHYSICIANS. HEALERS, OR OTHER PRACTITIONERS 
WITHIN THE PAST 5 YEARS? (If yes, give com- 
plete address of doctor, hospital, clinic, 
and details) 


u 


3M?AVE YOU TREATED YOU RSELF-FOR ILLNESSES OTHER 
THAN MINOR COLDS? (If yes, which illnesses) 


37*, HAVE YOU EVER BEEN REJECTED FOR MILITARY 
SERVICE BECAUSE OF PHYSICAL, MENTAL, OR OTHER 
REASONS? (If yes, give date and reason for 
rejection) 



H AVS^YOU- EVER BEEN DISCHARGED FROM MILITARY 
ICE BECAUSE OF PHYSICAL, MENTAL, OR OTHER 
SONS? (If yes, give date, reason, and 
type of discharge: whether honorable, 
other than honorable, for unfitness or un- 
suitability) 


39. HAVEJ5£0U*EVER RECEIVED. IS THERE PENDING, HAVE 
10 APPLIED FOR. OR DO YOU INTEND TO APPLY FOR 
PENSION OR COMPENSATION FOR EXISTING DISABIL- 
ITY? (If yes, specify what kind, granted by 
whom , and what amount, when, why) 



Ch/>» 


i 



I CERTIFY THAT I HAVE REVIEWED THE FOREGOING INFORMATION SUPPLIED BY ME AND THAT IT IS TRUE AND COMPLETE TO THE BEST OF MY KNOWLEDGE. 

I AUTHORIZE ANY OF THE DOCTORS. HOSPITALS. OR CLINICS MENTIONED ABOVE TO FURNISH THE GOVERNMENT A COMPLETE TRANSCRIPT OF MY MEDICAL'RECORD FOR PURPOSES 
OF PROCESSING MY APPLICATION FOR THIS EMPLOYMENT OR SERVICE. ‘ / 


%YPED OR PRINTED NAMiFoF" EXAMINEE 

JAMES H. GALE 




Ti 


SIGNATURE 1 







10— 02289-1 ft U. s. government printing office 























. VD-300 (Rev. 2-9-60) 


Attachment to Standard Form 88, Report of Medi'cal Examination 
For Information and Guidance of Medical Examiner 


Name of Examinee 
(Type or print) 


J l 


Middle 


The following portions of the attached examination report form need not be completed: 


46. *Is necessary unless facilities for affording same are not readily available, 

48. Not required unless examinee is over 35 years of age or examination indicates such is 
desirable. 

49. Is necessary unless facilities for affording same are not readily available. 

71. Audiometer examinations should be afforded whenever possible. 


For All Examinees, Whether Clerical or Special Agent Applicants or Employees: 


The medical examiner should answer the following question; 


Examinee 


C^is □ 


is not qualified for strenuous physical exertion. 


To be Answered in the Case of All Male Employees and Male Applicants: 

1. Does examinee have any defects restricting or prohibiting his participation in defensive 
tactics and dangerous assignments which might entail the practical use of firearms? 


c$no a Yes If "yes" please specify defects. 


2. Does examinee have any defects prohibiting safe operation of motor vehicles? 


1^3 No □ Yes If "yes" please specify defects. 


If examinee ha s defective vision, should he wear corrective glasses while operating a motor 
vehicle? dl Yes 12 LNo 




7 7 " 7 ' 7 % " 



Desirable Weight Ranges for Males 


Height 

Small Frame 

Medium Frame 

Large -Frame 

5' 4" 

117 - 125 

123 - 135 

131 - 148 

5' 5" 

120 - 129 

126 - 1.39 

134 - 152 

5' 6" 

124 - 133 

130 - 143 

138 - 157 

5' 7" 

128 - 137 

134 - 148 

143 - 162 v 

c/l 

00 

1.32 - 141 

138 - 152 

147 - 166 

5' 9" 

136 - 146 

142 - 156 

151 - 170 

5' 10" 

140 - 150 

146 - 161 

155 - 175 

5' 11" 

144 - 154 

150 - 166 

160 - 180 

6' 

148 - 158 

154 - 171 

164 - 185 

6' 1" 

152 - 163 

158 - 176 

169 - 190 

6' 2" 

156 - 167 

163 - 181 

174 - 195 

6' 3" 

160 - 171 

168 - 186 

178 - 200 

6' 4" ' 

169 - 180 

178 - 196 

188 - 210 

6' 5" 

174 - 185 

182 - 202 

192 - 216 


3. Examinee's frame is □ small □ medium l / 4 >i large 

4. Considering above weight table j the examinee's frame, and other individual physical characteristics, 

I consider his present weight Lfij Satisfactory l_lExcessive I_1 Deficient 

5. Under proper medical supervision, examinee should I — I lose pounds 

(ZD gain pounds 

Remarks: 




(Signature of Medical Examiner) 

(Date) , 



i. 




































































OPTION*! N3BM NO. W 


United states govern^^ni 

Memorandum 


TO 


FROM 


Mr. Parsons 


date: April 14, 1961 


C. A. Evans 


K 0 i 





& 


subject: / /SPECIAL INQUIRY INVESTIGATIONS 

e.i*L J >i Y< •■>*>'% ? t> v-' £■'■>/■ 

At Mr. Tolson's request, we have reviewed in detail, eleven 
special inquiry cases in which there was a delay in completing the investigation and 
getting the summary report out. There is attached a detailed memorandum 
incorporating an analysis of these cases. (^*j j ^ jj ■ 

The basic problem in this instance was occasioned by a large number 
of requests received from the White House, Cabinet officers and Congressional 
committees in February. In this connection, we sent out 143 summaries in March 
as contrasted to 83 in February. Some of the delays were occasioned by the 
necessity for expediting certain cases in which the White House expressed a request 
for most expedite attention, 

- Nevertheless, these delays should not have occurred and the 
attached detailed analysis in summary reflects the following: 

(1) Of the eleven cases, four were requests from Congressional 
committees, two from the Department of State and five from the White 
House. Of the latter five, four involved clerical employees who had 
been working since inauguration day. 

(2) In ten instances, the field failed to complete the thorough 

investigation required by the deadline date. Of these instances, seven f & . 

I cc'dirredl in the Washington Field Office, two in Boston and one in Chicago. ^ 
These delays occurred even though the ca ses were clo sely. Jo Ilow ed by 
the supervisors at the SOG. j r’J , / : 

, I r • , | . , . . ttUii!b0. r > - ✓ » 

(3) The detailed reports submitted by the field are^e viewed at j 

‘ ^ the SOG and a summary written. These smnmaries go out m printed„i 

form and have to be letter perfect. Many of 'th^e^ses ? ar'e involved and 

^ V y * i 

*14 




Enclosure 


)j/i - c/ S/Qf 

1 - Administrative Division '\y ~ c ./[.C ^ t 

1 - James H. Gale (personnel file, SAC, Chicago) • 

1 - Marlin W. Johnson (personnel file, SAC, WFO) 

1 - Tifin lLaughl in (personnel file, SAC, Boston) 




U 


| (personnel file) 

L. Carter personnel file) 


1 - E. _ . x 

1 - W. V. Cleveland (personnel file) 

CAE;sp Y S# 196.<f 


i: <'“* 





*b6 




MAYOii 981 
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Memorandum to Mr. Parsons 
Re: Special Inquiry Investigations 


require the preparation of extensive summaries pre<&eut@3 
voluminous investigative reports incorporating derogatory data. 

There are four instances in which there was an unwarranted 
delay in ge tting out, these summar ies. Two of these were assigned to 
Supervisor! I and two to Supervisor Edgar lAcarter. 


We have taken action to expedite all of the special inquiry cases 
we currently have on hand. In six - of these cases there appears unwarranted 
delays may have occurred. The facts are being ascertained and appropriate 
' recommendations will be made when these summaries are submitted. 

! RECOMMENDED ACTION 

In the eleven cases wherein the summaries have already been 
sent out, it is recommended that the following action be taken: 

It.!--* /V-'O—'Wua. * 

(1) Letters of /insure should be directedfto the SACs, Washington 
Field, Boston and Chicago 'for the failure of these offices to complete the 
thorough investigation required in these cases by the deadline date. The SACs 
in these offices are being requested to furnish ex planations from the individual 

C Agents and supervisors responsible and appropriate recommendations will be 
marifi with reference- to these personnel on receipt of these explanations. 

(2) Supervisors! ^and Carter are each responsible for delays 
in two cases. Both are, temporarily assigned to the SOG from Washington Field. 
It is recommended each receive a letter of censure and be immediately relieved 
v of supervisory duties and return to Washington Field Office. 


(3) Direct responsibility for the supervision of the special inquiry 
section is that of Section Chief W. V.Vjleveland who assume d this position on 
February 20, 1961. Cleveland has takeover his new responsibilities with 
enthusiasm and vigor and his overfall direction of the section has been effective. 
Nevertheless, he is responsible for the above -noted delays that occurred in his 
section and it is accordingly recommended that he receive a letter of censure. 


- 2 - 


1 / 


V 




• « 


Memorandum to Mr. Parsons 
Re: Special Inquiry Investigations 


(4) We should reiterate to all SACs the need for prompt and 
thorough handling of all special inquiry cases and there is attached an SAC Letter 
to this effect. 



CA 4 '’ 

i 





1 1 


l~v, James E. Galo 
35 cderai Bureau of Inver fixation 
x -Chicago, IlUncit 


Dear Ur. Galo: 


..V? 


I want to commend, through you, the 
pcrronncl in the Chicago Division v/ho a-: fluted 
L'j competently in the invert!; nation oi the Inter- 
state Tr ansportation of *. tq lcn Property care 

and others:. 


involving 


bo 


A, 1 


There agents displayed a great deal 
of ability, thoroughness and diligence in handling 
their individual responsibilities and their serv- 
ices contributed materially to the success? realized 
in thi: fact- moving cate. Their enthusiasm and 
devotion to duty were most exemplary and their 
_ efforts were a credit to them and to the Bureau. 

.1 want you to convey to all my sincere appreciation 


W. 


for a job very well done. 


‘■Qftcefely yours, _ 

1* Edear Hoovei: 




W 


JO 


*-< 

o 


o 

o 


Tolsoti 

Parsons __ 

Mohr 

Belmont * 
Callahan . 

Conrad 

DeLcach , 
Evans _ 


1 - SAC, Chicago (Personal Attention) 

* Place a copy of this letter in files of participating personnel 
with the exception of those individually commended. 


1 - Miss 


. V 

* \ 


Malone . 
Rosen _ 
Tavel _ 
Trctte: - 


Vv.C. Sullivan 
Tele. Ht xn — _ 
Inqrair. __ — _ — - } 
*!anay — 


MAiLR' 


4 * 4/ CMT:rd 

(5)‘ 


Sent Direct) 

/ 

’ , \ 

.^tfchV’y j *V 

■' w ” 


’bS 


)/ 


'4 i 

i 






t 

'V 




19. Hd t. 



To: SAC, Chicago 


From: Director, FBI 
SECURITY l‘N- SEE VICE TRAINING 


You should report to the Feat of Government on 7-5-61, instead 
of 7-3-61, for Security In-Service, which will conclude on 7-14-61. 


1 - Mr. Hereford 


■PACjcini' > **' 
(5) 



,iohr _ 






Belmont - 
Callahan , 
Conrad — 
DeLoach . 
Evans 


Malone . 
Rosen — 
Tavel _ 
Trotter . 


W.C. Sullivan . 
Tele. Room — 

igram 

!andy 


I 

i 



n 


1 ' 


l 


V 






l.lay 20, 1901 


Mr. Janes H» Gale g=F 

Federal Bureau of Investigation " < 

Chicago, Illinois , 

co 'i ^ 


M 


Bear 


5r. Cale: 


* 1 Ci 


Q 


I am taking this opportunity to con mend, 
through you, the agents in the Chicago Division who 
performed in such a capable fashion i n the investiga- 
tions nf the gases involving| 

and 


The extremely successful results realized 
in these delicate matters and the benefits the country 
will derive therefrom are certainly noteworthy and can 
be attributed in no sm all degree to the splendid maimer 
in which each agent carried out his individual responsi- 
bilities. These men displayed a great deal of thorough- 
ness, competence and diligence and J want you to tell 
them that I appreciate tlpir splendid efforts. 

Sincerely yours. 


337: 


Ut> 


Tolsoti 

Parsons 

Mohr 

Belmcnt 

Callahan 

Conrad 

DeLcach 

Evans 

Mai one 

Rosen 

Tavel 

Trotter 

W.C. Sullivan 

Tele. Room 

Ingram 

Gandy 


— 4. - SAC, Chicago (Personal Attention) 

I ) Place a copy of this letter in the files of all participating 


personnel with the exception of those individually recognized. 
[(Sent Direct) 


l 1 - Miss 

\.v J ’ 

y CMT:hmm L- 

I (5) - 

t.!AIL hOOM I J TELETYPE b'.NIT 1 I • / 


{A y 


f !/) 

' 'J * 


I St Hd so 


May 26, 1961 



Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 



"^1 


Bear Mr. Gale: 

rn 

oog 

C * ■ 

I am taking this opportunity to commend, 

Ho 

w 

CO 

through you, the agents of the Chicago Office who 

o 

/«•**> 

«• 

performed so capably in connection with an operation 
of much value to the FBI in the security field. 

w 

n.- 

22 


These men contributed substantially to the 
success achieved through the highly discreet, alert 
and skillful fashion in which they carried out their 
assignments. Their services reflected a sincere 
devotion to the work of the Bureau and were certainly 
in keeping with our finest traditions. Please express 
my appreciation to them for their valuable efforts. 


* 


I 


i 

“V 


Tolscn 

Parsons 

Mchr 

Belmont 

Callahan 

Conrad 

DeLoach 

Evans 

Malone 

Rosen 

Tavel 

Trotter 

W.C. Sullivan - — IT* 

Tele. Room 

Ingram 

Gandy 



Sincerely yours* } - 

m-m » 


' > 3- Edga? Ro'ovfs ' 

T - SAC. Chicago (Personal Attention) 


Re: 


Based on information submitted 


by you, jcsureau nas concmuea mat individual letters are not warranted 
for agents who conducted surveillances. Place copies of this letter in 



L 


b7D 
Jo 6 


1 t 




y 


y 

> / ' 


7 ‘ 






OVER 



James 11. dale 


Copies prepared and attached lor placing in the following diet. 


| b6 

Hanten 


iwery 

iaui h. i/rankiurt. 


June 2, 1981 
PERSONAL ATTENTION 


Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Dear Mr. Gale: 



f — I a 


TO 

O 

o 


4T 

4T 

-a 


<y* 


// 


Tolson 

Mohr 

Belmont _ 
Callahan . 

Conrad 

DeLoach- 
Evans 


Malone _ 
Rosen — 
Tavel _ 
Trotter _ 


W.C. Sullivan - 

Tele. Room 

Ingram 

Gandy 


review of the overtime performance of Special Agent 


|of your office for the period November, TJ60, through 

April, 1981, reflects that the average daily overtime of this Agent was 
under that of the Chicago Office for five of the six months involved. 


You should discuss this matter with 
point out to him the provisions of SAC Letters 60 


hSif” 
-16 (U 


and 

Cj and 61-11 (A) 


concerning the necessity for equitable sharing of the work load. He 
should be advised that if he is unable or unwilling to carry his equitable 
share of the work load, he will not be given assignments requiring the 
performance of overtime and will not be certified for premium overtime 

pay. Furnish the results of your discussion with SA| together 

with your comments and recommendation. 


b6 


You should also advise why you failed to detect this 
situation and initiate appropriate corrective action. _ _ 


427 


MAILED! 31 

.IUR-2 1S61 

COMM-FB! 


J„ Edgar Hoover 


& 






1 1 

FDH:lmb 
(5) 

1 - Personnel File of SA 
1 - SOG Chicago Field Office File 

MAIL IjOOM CD TELETYPEVMIT CD 


|^/ John Edgar Hoover 


Director 




(OVER) 



Mr. James H. Gale 


The daily average overtime of SA 
the Chicago Office is as follows: 


as compared with 


MONTH 

SA WAGONER 

CHICAGO OFFICE 

November, 1960 

2 f 23” • 

2 T 39" 

December 

2’ 08” * 

2' 38" 

January, 1961 

2 » 43" + 

2' 34" 

February 

2’ 29” *" 

2’ 41" 

March 

2 T 17" ~ 

2 ' 31" 

April 

2» X5 TT - 

2* 44" 

Six-Month Average: 

2» 22" ~ 

2' 38" 


f 


PERSONAL 


*) * ' 


Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Bear Mr. Gale: 



I olson 

Parsons 

Mohr 

Belmont 

Callahan 

Conrad 

DeLoach 

Evans 

Malone 

Rosen 

Tavel 

Trotter 

W.C, SulIivanS^— 
Tele. Rooiri>^(! — 

Ingram _ vM. u_ 

Gandy . V' + — 


I do not want the opportunity to pass 
without commending you for your excellent per- 
formance in connection with the National Bank- 
ruptcy Act case involving Sterling Harris Ford, 
Inc. , and others. You were extremely alert in 
taking decisive action in this matter and your 
efforts reflected a sincere determination to pro- 
tect the best interests of the Bureau. 

Sincerely yours, 

J. 


I - Miss | 

]afh «{/ 

y« i‘-' y 


» 

it *f) ! 


](Sent Direct) / 
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Mr. James Hi Gale 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Mr. Gale: 

Reference is made to your memorandum 
dated May 29, 1961, in which you indicated you would 
like for me to personally present your Twenty- Year 
Service Award Key, which will be due on July 19* 1961, 
while you are attending In-Service Training beginning 
July 5, 1961. 

I will be most happy to make this presenta- 
tion. Immediately upon arriving in Washington, D. C. , 
contact my office for the purpose of making the neces- 
sary final arrangements. 

Sincerely yours, 

J. Edgar Hcovec 
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OP^ONAl FOR# NO. 10 

UNITED STATES GOvJSfMENT 

Memorandum 




^ . ^Kr* Conrady'T _ 

\c ^'Mr.D9L-att_. 

J ^ L on fll Mr. Mol le . t^T ) 

5-29-61 Mr. R-x 1 (~T 

^y J V U( • Mr. Sul «.*o5- 

StS^ ' Mr. Ta.-cl £. 

/v v | \ ° / Mr. TrjctorjlM^j 

W* ‘ / Tele. Roo miFfy 

?l yTs' \/ s 

./T «/■' r Miss Gandy 


DIRECTOR, FBI 


SAC, CHICAGO (1-286) 


subject: SPECIAL AGENT IN CHARGE 

JAMES H.f GALE 
CHICAGO DIVISION 





/yyAA’ 

/ F r /y 




ReBulet, 2/14/61, instruct ing\ me to 
In-Service commencing Ju ly 3 ,\ 1961 


report for 


In view of the fact that my 20th anntg 
versary in the FBI is on July 19 , 1961 , I would^ 
be extremely grateful if it would be possible faor 
the Director to present me with my 20-year key 
while I am attending In-Service training. Of 
course, I fully realize how busy the Director’s' 
schedule is and that his commitments might not cu>“ 
permit him to do so. However, any consideration, 
which can be given in this matter will be deepl^u 
appreciated. 


<jt Bureau 
1 - Chicago 
JHG:HFM 
(3) 

-#* ( (LOT* s> 'r&i-F finr\ 
6-J"- c / - -Xf-'*- 
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UNITED STATES GOVERnSHnT 

Memorandum 

to : MR. MOHR 

from : w. S. HYD|j/^ 

subject: JAMES H. GALE 


date: 6/15/61 



Special Agent in Charge 
Chicago Office 

EOD as Special Agent 6/21/43, GS 17, $16, 530 


The purpose of this memo is to recommend that no action be considered to 
reallocate SAC James H. Gale, Chicago Office, from grade GS 17 to grade GS18, 
inasmuch as the Chicago Office does not appear to justify a grade GS 18 Special Agent in 
Charge. The Chicago Office is listed in Group I, those offices with over 3500 investi- 
gative matters pending. Offices in this category are New York, Los Angeles, San 
Francisco, Washington Field, Chicago and Newark. It should be noted that New York, 
as of May 31, 1961, had 10.710 i nvestigative matters pending while Chicago had 4181. 

As of that same date there were 1004 agents assigned to New York an d 296 assigned to 
Chicago. SAC Foster, New York, is in grade GS 18 and the size of the New York Office 
operations justifies this grade for its SAC. New York is the only office justifying GS 18, 


Gale entered on duty as an agent June 21, 1943, is in GS 17, $16, 530, and 
has been in that grade since June 7, 1960. He is 39 years old, married with 2 children 
and has a Bachelor of Laws degree. He served as SAC at Washington Field, Cincinnati, 
Richmond and Anchorage and also as ASAC at Anchorage. He likewise served as an 
Inspector in the Training and Inspection Division. Gale has compiled an excellent Bureau 
record. He has been commended on a number of occasions, the latest being on May 29, 
1961, for his excellent performance in connection with a National Bankruptcy case. He 
was last censured on April 18, 1961, for delay in handling a Special Inquiry investigation. 
He was last seen by the Director on April 7, 1961, when the Director made no personal 
comments concerning Gale. He likewise made no personal comments concerning Gale 
when he saw him on November 7, 1960; however, when he saw SAC Gale on June 9, 1960, 
he stated Gale made an excellent personal appearance > seemed to be intensely interested in 
his work and the Director rated him above average. A recheck of the Chicago Office 
inspection conducted in November 1960, resulted in ratings as follows: Physical 
Condition and Maintenance and Contacts - Very Good; Administrative Operations and 
Personnel Matters - Good and Investigative Operations - Fair. It should be noted 
that the recheck was conducted prior to Gale's arrival on transfer in Chicago. He 
was advised that statistical accomplishments were down and it should be noted that at the 
present time a definite improvement can be noted in such accomplishments. As of 
May 31, 1961, the latest statistics available reflect the Chicago Office has, skawn an 
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WSHrlae (2) 
Enclosure ’ 
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Memo W. S. Hyde to Mr. Mohr 
JAMES H. GALE 


increase in 3 categories, namely, fines, savings and recoveries - 98%; fugitives appre- 
hended - 1%; and automobiles recovered - 2%; and a decrease of 18% in convictions over 
a similar period last year. 

RECOMMENDATION: 

Since the position of SAC in the Chicago Office is properly allocated in 
grade GS 17, no action should be taken to promote SAC Gale. 



PERMANENT BRIEF ATTACHED 


2 - 


June 19, 1801 
PERSONAL ATTENTION 


Mr. James H.' tale 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Mr. Gale: 

Bureau records disclose that Time Spent in 
Office (TIO) by Agents of the Chicago Office for the month 
of May was 10. 0 per cent. While this is a reduction from 
the figure of 22. 6 per cent for April, it is still considered 
excessive. 


This matter of TIO and the necessity for 
reduction was called to your attention on February 0, 1S61, 
and April Id, 1061. You were advised that it must foe 
brought to the absolute minimum. I must insist that 
further reduction be achieved. 



U‘VLEQ£| 




351 


C*v 




Very truly yours, 
J. Edgar Hoover 


John Ldgar Hoover 
Director 
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1 - Training and inspection Division 
1 - Mr. Hereford *- 

1 - SOG Chicago Field Office File 
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NOTE: Letters being written to all offices where office average TIO for 
May exceeds 15 per cent. 
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July 7, 1861 



MEMORANDUM FQK MR. TOLSON ^ 

Yesterday I saw Special Agent in Charge James H.-'Cale of the Chicago 
Field Division. Mr . Gale makes an excellent personal appearance, seems to be 
intensely enthusiastic about his assignment at Chicago, and I would rate him con- 
siderably above average. 

Mr. Gale has been in charge of the Chicago Office since last November 
and seems to have an excellent grasp of the various problems in that office. 

I called Mr. Gale’s attention to the fact I noted he had two classes of 
cases in excess of 8% in delinquency and stressed the need to keep delinquency 
below 8%. 


I spoke to Mr. Gale about the fact that I noted the Agents in the Chicago 
Office were closing but 8.6 cases per Agent per month, and this was low and he 
should make every effort to bring about increased production. 

1 called Mr. Gale’s attention to the fact that I noted for the first eleven 
months of the current fiscal year when compared with a similar period of the 
previous fiscal year, the Chicago Field Division had dropped 18% in convictions 
and he should give very prompt attention to this particular phase of his operations. 

Z also called his attention to the fact I noted that the Agents in the 
Chicago Office for the month of May spent 19. 9% of their time in the office and 
I considered this to be excessive. I did observe that Mr. Gale has been gradually 
reducing the time in the office but he should make an extra effort to reduce it 
farther. 


I stressed to Mr. Gale the necessity for developing quality informants, 
both in the security and criminal fields and in connection with the latter, the 
necessity for intensifying intelligence coverage of the activities of racketeers 


Tolson ■ <■ i m 

BeimontancLhoodlums . 

Mohr 
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Memorandum for Mr. Tolson 


July 7, 1961 


I outlined to Mr. Gale my views concerning overtime and Agents on 
limited duty and advised him 1 did not feel that fringe benefits should be paid 
to Agents who were not able to share the average overtime of the entire office 
unless such Agent had just recently returned from an illness which necessitated 
a few months for him to regain his complete strength or if he was one of the older 
Agents in his seventies who had given faithful service to the Bureau for many years. 

I called Mr. Gale f s attention to the fact that the Chicago Office for the 
last six months has been below the average of the field in the amount of overtime 
performed. I cited this to indicate that Mr. Gale’s predecessor had asked for 
additional manpower and we had had to decline to assign additional Agents to 
Chicago because it was obviously wrong to take Agents from an office performing 
a larger amount of overtime than the Chicago Office performed in order to make 
additional manpower available to Chicago. 

I called Mr. Gale's attention to the fact that I noted there were 13 
violations of the Federal Bank Robbery Statute which were unsolved and this is 
most undesirable and he should bear down on these to bring about an improvement. 

I stressed to Mr. Gale the importance of the criminal intelligence program 
in view of the fact that Chicago is one of the principal areas in the country in which 
some of the top hoodlums live, and every effort should be made to develop quality 
informants so that we can obtain the proper information for Departmental action. 

I called Mr. Gale’s attention to the fact that I noted he had two Agents, 
Carlton H. Wolfarth and John W. Smith, who were overweight and it should be 
understood that no Agent who was overweight would be assigned to his office of 
preference or receive any reallocation in grade or salary. 

Mr. Gale left with me the attached book which he had prepared covering 
a very sensitive operation in the domestic intelligence field in the Chicago Field 
area. 


Very truly yours, 


J. E, H. 


John Edgar Hoover 
Director 



Attachment 


(with original only) 
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July 19, 1961 
PERSONAL 


Mr. James H. Gale §= 

Federal Bureau of Investigation ^ 

Chicago, Illinois ~n -& 

m 

CD a - 

7Z U) 

Ho 2, 

Dear Mr. Gale: o 

S 22 

It is indeed a pleasure to recognize your anniversary with 
the Federal Bureau of Investigation. I wish to extend my sincere con- 
gratulations on this occasion and present to you the enclosed Twenty- Year 
Service Award Key as a token of our deep gratitude for your dedicated 
services over the past twenty years. 

During your career with the Bureau, I have long recognized 
your ability and appreciated your loyalty. Your duties have mounted in 
complexity commensurate with the increased scope of our work as you 
progressed through the ranks to the position you now hold as Special 
Agent in Charge of our Chicago Division. The record you have maintained 
has been an excellent one and, as you have taken command of your heavy 
responsibilities with confidence, you have inspired respect in others as to 
your ability and leadership. You have made valuable contributions to our 
progress. 
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I trust you will continue to contribute to the Bureau’s progress 
and that I shall be able to present future awards to you upon subsequent 
anniversaries. o.'Tv C/> 

REC-VM 0 °^ 

V/ith best wishes and kind regards, 



Sincerely, 

X 

J 

Enclosure • 

J. EDGAR HOOVcR 
[\~ 0 . 
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July 14, 1961 

PERSONAL 


l 

Ur* James H. ^Sale 
Federal Bureau of Investigation 
Chicago , Illinois 

tear Jr, Gale? 

It “.xr. noted that at the conclusion of 
the last fiscal year the Chicago Office was 25 
per cent down in convictions* This substantial 
decrease in accomplishments for the last fiscal 
year should to a cause 62 great concern* 

Immediate steps should be lateen to 
detect tbs weaknesses that must lave existed to 
cause tills situation. Every effort should la i.x.d-o 


to correct any meatinesses mid to enlarge the scope 
of your activities so that a similar situation t-rxll 
during the current year. 

although Chicago was slightly ahead of 




y 
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or excuse t ho poor conviction record, 

Very truly yours, 

1 Edgsr Hooves 

John Edgar Hoover 
1 - SOG File Director 

1 - Ur. Hereford, Administrative d-Vlsion 
1 - Ur. McGrath *' * l* i id * yt y > < i|VF 

TT;C : iitic~"“ •- $ • ‘ i 

//.v ' * 
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NOTE: ‘x, i -The §hipagp Tlff&e 3d!§ hbi&W 2 5$ in convictions, 
and was up 2$ in fugitives apprehended and 2 % in autos, 
and 98$ in fines, savings and.-r^jeoveries. Letters are 
being sent to all office .that Sier&iAjelow last year 
in any category. :5i‘; r J\£0 
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Director, FBI 


SPECIAL AGENT* j*vr 


The above-captioned Special Agent attended the following training course(s): 


In-Service: from 

I | Criminal 
□ Security 




to 


r> /i 
i /U : 


‘ / 

-/ ’ 


J 

73" 


| 1 Accounting 

I 1 Expert Firearms-Defensive Tactics 


□ — 

The firearms scores should be entered on the individual field firearms training 
record (FD-40). The following grades were attained: 

Notebook 

Examination ^ 

Double-Action Course 
Practical Pistol Course 

Shotgun j/;j 

Rifle u 

Machine Gun ; j 


Specialized Training: 


From 


To 


Admin. Firearms : 
Inspector's Aide : 
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HilT.ont 
lohr 
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Chicago, Illinois 
July 17, 1961 


Mr. J. Edgar Hoover 
Director 

Federal Bureau of Investigation 
Washington , D . C . 




Mr. Tolson 
Mr. Belmont- 
Mr. Mohr_ 

Mr. Callahar^ 
Mr. Crnswr - 

MrlJ vans 

Mr. Malone 

Mr. Rosen. 


Mr. Sullivan | 

Mr. Tavel — 

Mr. Trotter- 
Tele. Room.. 

Mr. Ingram,, 
iiss Gandy. 



Dear Mr . Hoover : 


I received an autographed photograph 
of you presenting my 20-year key to me, and I 
want you to know that I certainly appreciate your 
kindness in sending me this photograph. 

I would like to also thank you again 
for taking time from your busy schedule to pre- 
sent this key to me, and I will always treasure 
the memory of the occasion. 

With kindest regards, I am, 
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July 21, imi 
j&i&GKA J* ATTENTION 
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Hr. James H. C-ale 
f ederal Bureau of investigation 
Chicago, Illinois 


Dear air. Cale: 

It is noted that Time Spent In Office (TIQ) hy 
Agents of the Chicago Osiice for April, 1U61, was 22»6 
per cent; for May, li*. & per cent* and for June, IS. 2 
per cent. The downward trend disclosed was most favorable; 
however, the Chicago Office Tiu is still considered to be 
excessive, i expect you to personally insure that every 
effort is male to achieve further reduction. 



LLD:jms 

( 6 ) 

1 -Training and Inspection Division 
1-Hr. Hereford 

1 -Chicago Office Personnel file 

NOTE: Letters being written to SACs of all offices where 
TIO for June exceeds 15 per cent. 
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July 20, 1)61 


Air. James Hi' Gale 
Federal Bureau of Investigation 
JCMcagO; Illinois 


Fear ?lr. Gals: 


l am taking this opportunity to commend, 
through you, the agents ol the Chicago Office who 
were instrumental in bringing about the solution of an 
Interstate Transportation of fitoten T lotor Vehicle case 

involving! , land nfchnra and fhc. 

apprehensions o f| 

| subjects of Unlawful Flight to Avoid 

Prosecution-Burglary cases. 

These men carried out their assignments 
in a highly skillful, alert and resourceful fashion and 
their efforts contributed a great deal to the splendid 
results achieved. I was very much impressed with the 
fine caliber of their services and I want you to express 
my appreciation to them. 


n v i 

Sincerely vours, ( > i - - 

[a iidscif Koovt' ' a 1 1 

A lfontinn\ i ^ * 


1 - SAC, Chicago (Personal Attention) J * 

Place a copy of this letter in files of agents who participated in 
this mat ter hut m ere not individually commended. 

1 - Miss | [Sent Direct) i , 

/AFH • , y 

■ m ')• y / ;.i 
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Memorandum 



IRECTQR, FBI 
)/ » 


date7-10-61 




: SAC^j CHICAGO (67-832) 


SUBJECT! 


ujAjt' - jtsurgxary 
00: Little Rock 


Aka. - FUGITIVE 


uiiAjf - burglary 
00: Little Rock 


Aka. - FUGITIVE 


ETi AL 


I'i'SJtlV 

00 : Birmingham 


Re Chicago (CG) teletype 7/4/61. 


// 


Investigation in captioned cases in the CG Division began 
in May 1961 with the request of tha Birmingham ivi v-i « -i r>n locate 

and interview | I 1 [nh-s. 


cago, Illinois. Mrs. 
who was then in custody. 


lis an aunt of the subject 


Although 


furnished, it was determined by . SA [ 


did not, resida at •f-.bg> address 

and „SA_M._ 


Ji that there were a number of former resi- 

was 
Mrs. 


axauama, xn biiai i 

JllXXClXni 

Li among r.nnsp rpsi nftnT.es 

was developed by SA 

. • *1 ... _ 1 4 • » <• * 


as an informant and she 



voluntarily acted in that capacity, reporting all information 
concerning the subjects in these cases that she was able to 
obtain from relatives and friends .of the subjects. Through 
the information furnished bv Mrs. I it was determined 

+ 4*1 I 1 „ XT /HI. * 


.b6 

b7D 


tha,t\ | were in the Chicago area 

we xx as two additional member s, who committe d crimes with 
the 3 previously mentioned. * 

1 
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3-Bureau 
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(6) (Addendum, see reeommendatibhs of. Investigative Division 
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DIHSCTOH, FBI 
CG 67-832 


As a result of information furnished by Mrs . 


jam as n. humph. and I I 

These surveil3.ances, however, failed to reveal the 
exact whereabouts of any of the subjects. Discreet inquiries, 
however, revealed that they were still in the Chicago area, with 

the exception of subject | and a new member of the 

gang known as "DING . " 

In addition to the information furnished bv Mrs . 

one | also ofl , \ on 7/3/61 b6 

volunteered information to SA| | in connection wit h a nother b7i 

matter, and as a result of repeated past surveillances |_^ 

was recognized as an habitue in the area who should know the group 

in question. Interrogation of | | again fixed the subjects 

in the general area of North Hacine Street and Wil son Avenue 
in Chicago. As a result of repeated contacts with | | he 

was fiRvftlonfid into an informant and he ascertained that one 

| was the person who would 

know the whereabouts of the subjects in these cases. 

I was and ri'iogti onori on the ev ening of 

July A. 1981. -Ev- SAsI , ,1 JAMS a. miUPB j 1 

L Prolonged and skillful int erro- 
gation On The part Of mesw age nt s resulted in i 1 

finally furnish ing the address of I _ P® 

/ — i | as the present residen ce of the subjects. b7D 

c onfirmed at that time that I 1 

were at the I address at the time of the interview. 



n minute s thereafter SAS 
arvest.erl I 
tol and 

were also present. 


HUMPH, 


j in 

subject 


artment. 
and one 


Interrogation of all 4 individuals resulted in the 
subjects making a full disclosure of their past criminal 
activiti es . as a result of which an ITSMV complaint was 
filed on I ~|>efore the U. 3. Commissioner at Chicago. 


- 2 - 






DIRECTOR, FBI 
CG 67-832 


| | along with a check writer and a book of checks 

stolen in a burglary by all 4 subjects in Evanston, Illinois, 
on 6/30/61, was turned over to the Evanston, Illinois, PD, which 
Department also filed on the remaining subjects, as did the Chi- 
cago PD for an earlier burglary in Chicago. 


Also present in the apartment was a young girl, one| 

This girl was called to the attention of the Chicago 
PD, who had a report concerning her as a runaway. 


As a result of further interrogation, one 
was located and admitted passing $800 in worthless CilSCkS in 
Kansas City, Missouri, and c ommitting a burglary and pass in; 


checks in Savannah, Georgia, | |is in the process of 

being returned to Kansas City ror Handling by Kansas City 
authorities. 


At the time of the original arrest on 7/3/61 subject 

attempted escape from the arresting agents by running 

out the back door of th e apartment. He was quickly appre- 
hended by SAS | | and RUMPH, who were covering the 

rear of the apartment. 


// As a result of the investigation in these cases, .several. . 

tj burglaries were cleared .up., 2 fugitives^ were apprehended, a 
// burglar was turned .over to the Evanston PD, another was located 
/ / for the Kansas City PD, and an ITSMV case was cleared. 


The results in this case were due t o the vigorous and 
aggres sive investigation conducted by SAS| 

I I These two agents developed informants which ultimately 

led to the apprehension of the subjects in these cases. In 
addition, i nvestigation, interrogation, and co operation on the 
part of SAS| and RUMPH were 

certainly instrumental in bringing these cases to successful 
conclusions. 


It 

awarded to SA 


is r ecommende d that a letter o f commendation be 
]and SA 


for their fine work in 
In addition it is recommended that the 


this investigation. 

Bureau commend the Chicago Office by letter so that a copy 
of this letter may be placed in th e personnel files of SAs 

and RUMPH. 



ADDENDUM 


RPR silt 


July 17. 1961 




RECOMMENDATIONS a 

The Inltl ft i va and — in vestigative ability 
displayed by SAs| accompanied by skill 

ful interrogation was instrumental in obtaining the above 
commendable results* It is recommended each man receive a 
letter of commendation. 

It is also recommended that a general letter of 
commendation be directed to the SAC Chicago recognizing the 
efforts of other participating Agents in these worthwhile 
accomplishments* 


i 




August 17, 1981 
PERSONAL 


b rjjhz. 


air. James U.l jCale 
Federal Bureau of Investigation 
'Chicago, Illinois 

7- 


Dear ^r» Gale: 

I am taking this opportunity to commend you 
f or vour excellent on-the»fiip t direction of the apprehension 
oj I a Top Ten Fugitive and the sub- 


CD 


JH irnioTi 

[ /V.iQ * ?::ei 


ject of an Unlawful Flight to Avoid Confinement-Robbery case. - 

1 * L 

I am aware of the difficulties encountered in this-rj g — 
matter and t was highly pleased with the effectiveness of the"' § g 
plans you made to take this widely sought fugitive into custody. ^ a 
You were very precise, aggressive and thorough in directing ° ■* 

Clio operation and the successful results achieved are certainly^ ~ 
a credit to you, as well as to the Bureau. Your splendid perform- 
~ance and capable guidance of this matter are appreciated. 


ccj^i-rn 


Sincerely yours, 

J u Ed£2X Hcow£ 


Lss 

:pec — 


1 - Miss 
CMT:p 
(4) 

67-137786 


(Sent Direct) 


/)' 






E 

\K 

pr 

S’ 

T 

T 

. T ; 


V-' 

A 




v »« 


V VI 


T t 



MAIL ROOM 


□ 


TELETYPE UNIT 


□ 


ll! f- 


f 



August 21, 1381 
FiiRiONAli^Tl^NTION 
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!Jr. Tames H. Gale 

fn 




Federal Bureau of Investigation 

t-Hg 

ro 

Kn 

Chicago, Illinois 

PS 

O 

3? 


o 

3: 



Dear ivi\ Gale: 


Bureau records disclose that Time opent hi Office (TIG) 
by Agents of the Chicago Office was 19 , '}% for VXay, 13. for June, 
and 10. ?% for July, This is a very favorable trend; however, TIG of 
the Chicago Office is still considered to be excessive. 


I will expect you to take whatever steps may be nec- 
essary to continue this reduction in TIO, 


Very truly \lo'4&-, 

mem ■ ' 

J- uci^a/ tiui ' 


k - 

ver 
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MUG e* ■] 


John Cdgar Hoover 
Director 



LLD:mmp (6) 

1 - Training and Inspection Division 
1 - Mr. Hereford 
1 - Chicago Field Office File 
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NOTE: Letters being written to 

SACs of all offices where TIO for 
July exceeded 15%. 


) 




ir 



; 






(■'f ' OJ*( 

7 y 






August 23, 3.961 


J' e ^ e * Hoor., 
•fo^rani 
Gandy 


«lr. James llJ^bulQ 
i edoral Bureau of Investigation 
'; Chicago,* Illinois 


Dear f£r. Gale: 


I am pleased to commend yon for 
yonr splendid o n-the-scene direction of the 
apprehension of 








subject 

of a Dank Jobbery case and, through you, those 
agents who ably participated in this matter. 


«? 


b6 



There were numerous difficulties 
which had to be overcome in order to take Schultz 
into custody; however, through your guidance and 
inspired leadership they were met and ho was 
apprehended without incident. The participating 
agents were extremely alert and courageous in 
conducting a thorough search for Schultz and 
carried out their assignments in excellent fashion. 

Everyone performed in the highest traditions of the 
Bureau and 1 want to express my appreciation to all. 

’T^e€iJgl0|po«as, 

1 - SAC, Chicago (Personal Attention) 

Place a copy of this letter in the files of all agents who 
participated in this matter but were not individual^ commended. 


1 - Missl 
LRH:rd 
(5) •' 


](Sent Direfet) 
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Standard form no. 64 
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Office Memorandum 


M. 


UNITED STATES GOVERNMENT 



: DIRECTOR, FBI 


SUBJECT 



DATE: August 18, 1961 


SAC ,/^gICAGO r 


t'O 


Aka; 


First National Bank of Malta, 
Malta, Illinois, 8/16/61 
BR 

COMMENDATION MATTER 


be 


L 




c 


On August 16, 1961 

robbed the First National Bank 01 M&1TA AT gun point 
and secured in excess of $2,400.00 in loot. The des- 
cription and license number on the getaway car were 
furnished to the Illinois State Police who, within 
minutes after the robbery , observed the car and gave 
chase. The subject drove the getaway car into a corn 
field during this pursuit, escaped from the lone State 
Police Officer chasing him, and concealed himself in 
the corn field. 

The area where the subject was hiding is 
approximately one mile by two miles and contains two 
large corn fields where .the closely planted field corn 
has grown to approximately seven to eight feet in height 
and is of such density of growth that a physical observa- 
tion in this area is impossible at dist.anrps over two 

feet. The first attempts to apprehend Iwere, of 

necessity, efforts to contain him vdj:hinu,tJhis^ield . 

2 _ — 


o 

ft 


Shortly before dusl 


n^organiz 



( 

t A 


the corn field, SA JOHN R. BASSETT heard the subject's 
movements and although he could not physicaliyl'Qb^erveul i 
him, subject being several rows of ^©rrp*away^a-t~t-he^trime^> 
BASSETT informed him that he was surrounded by FBI Agents 
and that he should put his hands up in the air. RARSTF.tt 
told him that he was under observation and gave 


instructions to keep his hands high in the air SC> They 
could be ob served, which instructions actually pinpointed 


b6 


|exa:ct l ocation so that he could be apprehended. 
BASSETT also kept 


him. 

(jp- Bureau 
4 - Chicago 
1 - P&C 


talking which assisted in locating 
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J.I. 
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DIRECTOR, FBI 
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Acting in concert with SA BASSETT in his 
instructions at this time were SAs RENE J. DUMAINE 
and LLOYD H. NELSON, who followed BASSETT’S lead 
and afforded that assistance necessary to effect 
SCHULTZ’S apprehension without incident. 

It is pointed out that immediately prior to 

arrest, it was believed that he was armed and 
physical observation of him could not be established. 

SAs BASSETT, NELSON and DUMAINE exercised calm and organ- 
ized thinking and reacted instantaneously to the situation 
as it de veloped in effecting the safe apprehen s i on of . 

(It was subsequently determined that | I 

had buried a .38 caliber revolver in the corn xxexa wnxih 
was later found by Agents.) 

Immediately following I ~| apprehension, 

he exhibited a belligerent attitude, denying any impli- 
cation or knowledge of the robbery of captioned bank. 

SAs DUMAINE and BASSETT, through skillful and intelligent 
interrogation, were able to persuade an oral admission 
from the subject as to his robbing thp hank .at Malta and, 
in addition, they were able to sell on the idea 

of leading us to the locat ion of th e bank robbery loot, 
the major portion of which | I had buried in the 320. 

acre corn field and which would have been extremely diffi- 
cult, if not impossible, to find without the co-operation 
of the subject. 

It is recommended that a letter of commendation 
be forwarded to SA JOHN R. BASSETT for the cool, calm 
manner in which he handled himself in connection with the 
apprehension of subject and also for his quick thinking 
in having the subject believe that he was actually under 
observation when, in fact, the Agents could not see him 
because of the density of the corn even though they were 
only a few rows of corn away from him. It is also recommen- 
ded that he be comme nded for his part in suc cessfully in- 
terrogating which led to I admission and 

the recovery of the loot. 

It is recommended that a letter of commendation 
be sent SA LLOYD H. NELSON for the manner in which -he 
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DIRECTOR, FBI 


exercised good judgment and for his calm manner in 
this dangerous apprehension under most difficult 
circumstances . 


It is recommended that a letter of commenda- 
tion be sent SA RENE J. DUMAINE for the manner in which 
he conducted himself, exercising extremely good judgment, 
exhibiting a calm, well organized attitude in effecting 


tion of 
ing to 
loot. 


I 


I anirrehension and f or his succ essful jlnterroga- 
which led to 


he robbery and the burying of the bank robbery 


1 admissions pertain- 
1 


Jo 6 


For the information of the Bureau, immediately 
upon learning of instant bank robbery, I assumed personal 
supervision and command of this case and proceeded to the 
corn field with a group of 25 agents. Upon arriving at 
the scene and observing the large area of dense corn where 
subject was hiding, I called for 25 additional agents and 
planned and co-ordinated the activities of all law enforce- 
ment groups on the scene. It will be noted that there were 
approximately 40 Illinois State Troopers together with the 
Sheriffs of DeKalb and Boone Counties, as well as a citizens' 
posse of about 35 farmers with shotguns, rifles and mis- 
cellaneous weapons who had been recruited by the Sheriff 
of Boone County and were on the scene prior to my arrival. 

The entire affair was receiving on-the-spot 
coverage by both the press and TV, and it was necessary 
that the operation be carried out so that no criticism 
would be given the Bureau. The posse of farmers presented 
a particularly difficult problem in view of the fact that 
some of them were attired in a dress similar to the subject 
and if they were allowed to participate in a systematic 
search of the huge corn field, it v/as entirely possible 
that somebody might have gotten hurt. It will also be 
noted that naturally, a posse of this type is prone to 
be very trigger-happy. I thereafter tactfully dominated 
the situation to the point of insisting that the Sheriff's 
posse keep out of the corn field and insisted that this 
corn field only be searched by duly constituted law en- 
forcement officers. On several occasions, the Sheriff's 
posse wandered into the corn field, at which time I took 
appropriate steps to have the State Police get them out 
of the area. 
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DIRECTOR, FBI 


Efforts were made to effect the apprehension 
through the use of bloodhounds; however, this was nega- 
tive, and thereafter a systematic search was instituted 
which effected the subject's apprehension. 

During the course of this activity I handled 
certain representatives of the press and TV, and all 
publicity resulting from this apprehension was favorable 
to the Bureau. There was no criticism of the manner in 
which it was handled, and I insured that the Bureau’s 
interests were protected throughout all phases of this 
case. 


It v/ill be noted that subject will be prosecuted 
in Federal District Court for the crime of Bank Robbery, 
and all evidence obtained is in the possession of the FBI. 







ADDENDUM BY GENERAL INVESTIGATIVE DIVISION JWB:cag 8-22-61 
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BACKGROUND : 


3- 16- 61 [ 
: of Mai 


gobbed the First 
xa, xmnois, ax gun point and escaped with 


On 8 

National Bank 

over $2,400. The description of the getaway car and license^ 
number were furnished to the Illinois State Police who, 


the Illinois State Police who, within 
minutes after the robbery, observed the car and gave chase. 

The subject drove the getaway car into a corn field approximately 
one mile by two miles with closely planted corn growing to a 
height of seven or eight feet. The Chicago Office and local 
authorities surrounded the corn field and were successful in 
apprehending the subject. Considerable pressand TV on-the- 
spot coverage was afforded and favorable publicity resulted. 

RECOMMENDATIONS OF SAC. CHICAGO. AND GENERAL INVESTIGATIVE DIVISION.: 

SAC, Chicago, recommends a letter of commendation for 
SA John Rvfea^ssett who heard the subject’s movements, and 
disregarding his own personal safety, took action resulting 
in the location and appre hension of the bank robber. Bassett 
also interviewed ! l and obtained a confession and information 

which was responsible for the recovery of the loot which had been 
buried in the corn field. The General Investigative Division 
recommends commendation for SA Bassett. , , , (, t 
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SAC, Chicago, recommends commendation for SA Lloyd H. 
Nelson for his good judgment in handling this dangerous 
Apprehension under difficult circumstances. The General 
Investigative Division recommends he be commended. 


\ 
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SAC, Chicago, recommends commendation for SA Rene 
/Duma in e . for his particip ation in t his dangerous annrphpn.sion 
’ 'and his interrogation of [resulting in 
confession. The General 


commendation for SA Dumaine. 


raves ergative Division recommends 


V v J v 


1 V 
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The General Investigative Division recommends a letter 
of commendation be directed to SAC Gale for his personal supervision 
in command of the situation under extremely difficult circumstances. 


The General Investigative Division further recommends a 
general letter of commendation be directed to the Chicago Office 
so that copies may be placed in the files of the other Agents who 
participated in the search for this dangerous bank robber. 
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Memorandum 


Tolson _ 
Belmont . 
Mohr . 
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TO 


FROM 


d J 

'.Ir ♦ Ev a ns v Q. 




date: August 9, 1961 


T. J. Me Andrews 


Conrad . 

DeLoach 

Evans . 

Malone 

Rosen 

Sullivan 

Tavel — . 

Trotter 

Tele. Room . 

Ingram 

Gandy 


subject: 


ROBERT WILLIAM SCHUETTE, aka. - 
FUGITIVE 

1.0. #3486 - W.F. #286 
UFAC - ROBBERY 


X ^ { ^ 

\\y y '' dy it/ 


Agents- 


Thi o jt-.q ..'imj+tari -j-.-. T<*r.nmmpnH inppnt.ivp awards for Special 

I fi lrfVior^ +n -rpr.nmrr^nH 


3 


ana 


Supervisor 


i ndi vi d\fa 1 ’■■l.'ptt.p-pc; nfr.nmppnriat.i on t.'O ^Special Agent[ 

/Handle*^ 


T 


bo 


all of whom . a're assigned to the'Chicago 3 Of fic 


ASAC James /Handley and Sau James t-OMsaie, 


f t 


BACKGROUND 




■- Schuette was added to the list of Ten Most Wanted^ Fugitives 
7/19/61.- Re'", was sought under the Unlawful Flight Statute since ^10/28/60, 
for escaping’ from a Maryland penitentiary where he had been confined 
since 1957, serving a twenty-year term following conviction for five 
counts of armed robbery with a deadly weapon. 

Information was received from the Chicago Police Department 
7/24/61, that an individual resembling subjects photograph was suspect 
in a burglary and larc eny 7/21/61 of a tav ern in Chicago. Based on 
this slim lead, Agents working during the evening 

and well into that night determined buryilsry suspect to be Jess Simmons. 

1 alt hough as signed to another section of the office, willingly 
which attests to his excellent attitude whenever an 

All information available indicated Simmons 


assisted SA 

emergency situation arises. 

had fled arba. This In vestigation was then vigorously pupsved b 
SAs 


to whom case was assigned. Ag ent si 
ascert ained bi nirftons had at o ne time worked for 
who resided on | ■ — 

om 


Known only as 

Agents did a house-tO-house canvass 
some distance, and identified and located 
| | Through 


i 


and 


u^icagc. 

which 


ineh b6 

is of 


I whose full name was 
the developing of a new informant 


ana excellent judgment on tne part of these Agents, a plan was placed 
in effect where it would be known where Simmons was to report to work 
■ 8/2/61 . Precise and exact plans were organized so that Simmons would 
not be alerted to Bureau Agents in the neighborhood, when ^ he reported 
wc rkj» Simmons "fell" into this well-laid trap,- was positively 
Lfied as Schuette and fa ken, into custody.. Participating in 


of subject were SA 



Supervisor 


JASAC Handley and 

I .■ . 

-'O , 


•■'Uf 23 ISP 


;£C-hG ' ’ ' '/J , i v ’ ' 

- • ^—3 . yxrj. 

See Addendum Administrative Division page 2a. 
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Memorandum Me Andrews To: Evans 
RE: ROBERT WILLIAM SCHUETTE 


Through interview with subject subsequent to his arrest, it 
was determined if Agents had not meticulously planned and then 
conscientiously followed through their plan, Schuette’ s arrest would 
not have been effected. Schuette advised he took many precautions to 
ascertain if police officers were checking him, such as, making . 
telephone calls prior to appearing at certain locations to ascertain 
if anyone was looking for him. At time or Schuette’s arrest. he cola 
Agents "the FBI sure did a good job in finding me." This quotation 
appeared as headlines in many of the newspapers in this country which 
reported subject’s arrest. 

* 

SAC, Chicago, recommendations are similar to the recommendations 
of the Special Investigative Division, with one exception.^ Special 
Investigative Division is recommending letter of commendation to 
•SAC Gale which was not included in SAC’s recommendation. 


RECOMMENDATIONS SPECIAL INVESTIGATIVE DIVISION 


1. Agents 

awards in an amount deemed 
for their outstanding 
unusual difficulties 
arrest. Specific 


receive individual incentive 
appropriate by the Administrative Division 
performance which involved the overcoming oi 
in locating, identifying and effecting subject’s 
details regarding these actions are set forth in 


attached FD-255’s, (recommendations for incentive awards;. 


b6 


2. It is recomm ended individua 


be directed to SA 


Supervisor 


letters of commendation 
ASAC Handley and SAC Gale 


for the respective parts performed by each m erfeexmg Schuette s 
apprehension. 


\V 
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r-J 
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(OVER) 




ADDENDUM ADMINISTRATIVE DIVISION LRH:crt 8-11-61 


! nformation submitt ed by SAC, Chicago, and Special Investigative Division 
reflects SAs I I did an exceptional piece of work in this case, exercising 

vigor and tenacity in overcoming unusual difficulties in effecting Schuette's arrest. 
Their services are certainly deserving of incentive awards. 


BUREAU RECORDS: 


SA| |EOD as SA 2-4-57, Grade GS 11, $7820. Services have been 

satisfactory during the past three years with no censures and five commendations through 
his SAC. Rated Excellent on his 1961 annual performance rating. Completely available, 
weight within desirable limits and overtime above the office average three of past six 
months. . b6 


s A 


EOD as SA 7-11-55, Grade GS 12, $8955. Services have been 


satisfactory and during the past three years has not been censured, commended once and 
on two occasions through his SAC. Received an incentive award of $150 on 10-8-59 for 
development of highly confidential source. Rated Excellent on 1961 annual performance 
rating. Completely available, weight within desirable limits and overtime above the office 
average for each of the past six months. 


PERMANENT BRIEFS OF PERSONNEL FILES OF SASI 


AND 


ATTACHED. 


Based o n approved tables w hich determine the amount of awards to be granted, 

performances were of moderate value and broad 


i it is considered SAs _ 

[application to the work of the Bureau, thus entitling them to awards of $150 to $300. 


It is also 

ASAC Handley and SAs[ 
warranted. 

j ftE COMMENDATIONS: 

(1) That SAs[ 


nngiriprpd that in dividual letters of commendation for SAC Gale, 
for their participation in the apprehension are 






Jr . , each be approved for 


incentive award in the amount of $200 . (Amount recommended in line with awards 


Piously granted for similar performances . ) 

% k%%x- 

\ -V 
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ADDENDUM: (Continued) 


RECOMMENDATIONS: (Continued) 


(2) That individual 1 fitters nf r.nmmfindatinn ha directed to SAC James H 


ASAC James L. Handley , 
in this apprehension. 


SA 



Sell for their participation 



IIUJIK 


September 11, 1361 


Mr. James B. Gale 
Federal Bureau of investigation 
Chicago, Illinois 


Dear Mr. Gale: 

I am taking this opportunity to commend, 
through you. Special Agents Henry Hirsehenberger, 
Robert F. Pevahouse and B. /illiam Runkle for the 
splendid assistance they rendered in connection with 
the identification of the victims of the crash of a 
Trans World Airlines plane on September 1, 1961, at 
Clarendon Hills, Illinois. 

These men exhibited excellent skill, 
ingenuity and resourcefulness in handling their duties 
and their services were invaluable in identifying the 
victims of this disaster. Their efforts reflected a 
sincere devotion to the work of the Bureau and I want 



1 - SAC, Chicago (Personal Attention) 

Place a copy of this letter in flies of above-named agents. 


/ 1 - bliss | 

V f AFH , <\ 

V (8) - !V . 


J(Sent Direct) 

/ - -.o;-. 
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’.'f.n/p.oc: 
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Mttache<^ f oi 


teletype^ Copies prepared fe^httach^ for files of SAs Hen 
Hirschenberg^ r Robert F. Pevahouse and D. William Runkle. 


FD-253 (Rev. 3-28-60) 
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UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 


WASHINGTON 25,D,Ci 


JAMES H. GALE 

(Type or print plainly) 


_ n j nr n f . uawuawwi 

In Reply, Please Refer to 

File No. ’ 

V f 

Director | 

Federal Bureau of Investigation | 

United Stales Deputment of Justice JAMES H. GALE 

Washington, D, C* “= — 

(Type or print plainly) 

^Dear Sir: 

For Inclusion in the fund to be paid to the designated beneficiary of any Special Agent of the FBI who has 
previously contributed to this fund and who dies from any cause except self-destruction while employed as a Special Agent, 

I am forwarding herewith (by CHECK - MONET ORDER) the sum of $10, payable to the Assistant Director, Administrative i| 
Division, FBI, to be included in said fund. Payment will be made for death by self-destruction after the Agent has been a 
member of the fund for a continuous period of two years. It is understood and agreed that the sum tendered herewith is a 
voluntary, gratuitous contribution to said fund which I understand is to be administered in the following manner. 

The Director of the FBI will appoint a committee which shall consider all matters pertaining to the acquisition, 
safe keeping and expending of said fund, which committee will recommend appropriate action to the Director in pertinent 
matters. The Assistant Director of the Administrative Division of the FBI shall receive all contributions and account for, 
same to the Director. Upon the death of any Special Agent who is a member of said fund the appointed committee will consider 
the case and submit a recommendation to the Director as to its conclusions. Appropriate instructions will then be issued to 
the Assistant Director of the Administrative Division, directing him to pay to the designated beneficiary the sum of $10,000. 
The liability of the fund shall not under any circumstances exceed the amount of monies in the fund at the time any liability 
shall occur. The following person is designated as my beneficiary for FBI Agents' Insurance Fund: 


Address 


Relationship 

WIFE 


701 East Shabonee Trail, Mt. Prospect, Illinois 



Date 

7-26-61 


The following person is designated as my beneficiary under the Chas. S. Ro'ss Fund providing $1500 death benefit to 
beneficiary of agents killed In the line of duty, other than travel accidents. 


Relatlonshi 



Address 


MRS. BERNICE T. GALE 


701 East Shabonee Trail, Mt. Prospect, Illinois 


Date 

7 - 26-61 
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October 30, 1961 
PfitdONAL 


Mr. James U. Gale 
federal bureau, of Investigation 
CiiicafO, Illinois 


“11 

CD 


Dear ur, Gale: 


I was very pleased vita the feature 
articles concerning the Bureau which appeared 
in the ’ Chicago's American" and l am taking 
this opportunity to commend y ou for your splen- 
did handling of this matter. Your Interest in 
and enthusiasm for the work ox the Bureau wore 
largely rosponuiolo icr the preparation ol ik.se 
articles and I want ou to know that I certainly 
appreciate your fine services. 


Sincerely yours, 
IL Edgar. Hoover 


j - V> ;! 

• • ■ t 

rn .„.,_, « 1 - Miss 




(Sent Direct) 


be 
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lallahan . 
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October 16, 1261 
PERSONAL ATTENTION 


Mr. James H. Gale 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Sir. Gale: 


Bureau records disclose that Time Spent in Office 
by Agents (TIO) for the Chicago Office was 18.2 per cent for 
June, 16. 2 per cent for July and 14. 8 per cent for August. This 
was a most favorable downward trend. However, in September 
TIO for the Chicago Office increased to 15.1 per cent. 

You should give your personal attention to this and 
take necessary steps to bring about reduction and reyerseJhiS— 
unfavorable increase. j?EC*'i4§ J H . 


Vary truly yours, g, 0CT ^ 
t CD- £> 


LLD:sas 

(5) 


Edjar Hoover 

John Edgar Hoover 
Director 


^ o •& 
o 


1 - Training and Inspection Division 
1 - Chicago Office Personnel File 

NOTE: Letters being written to SACs of all offices where TIO for 
September exceeded 15 per cent. 


Hfll® SO 
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OPTlON^-fORM 10 

UNITED STATES GOVERNMENT 

Memorandum 



subject: SERIES OF ARTICLES IN THE 

"CHICAGO'S AMERICAN" WRITTEN 
BY NORMAN GLUBOK 



10 - 25-61 




Rosen 

Sullivan . 

Tavel 

Trotter _ 


Tele. Room 

Ingram 

Gandy 



A series of five excellent feature articles written by Norman 
Glubok of the ’^Chicago’ s American" have been forwarded to the Bureau. 

SAC James If£6ale, who handled this matter personally, was directly 
responsible for creating the interest which prompted Mr. Glubok to \tfrite this 
very favorable series. Each article was carried on the front page o.£ the paper. 
The articles were reviewed at the Bureau prior to publication for factual 
correctness and returned to SAC Gale. 


A review of the articles indicates that they were well written 
and reflected the Bureau's activities in a very favorable light. Copies of' the 
articles are attached* 


RECOMMENDATIONS: 




10/19/61 


»«***>- 


C; 


AIRTEL 


TO : DIRECTOR, FBI 

FROM : SAC, CHICAGO 

SUBJECT: SERIES OF FEATURE ARTICLES 

APPEARING IN "CHICAGO’S AMERICAN” 

WRITTEN BIT NORMAN GLUBOK 

Remyairtel 10/1S/61 ♦ i 

Attached hereto are two copies of the last in a cc/tes 
of articles detailing the work of the FBI in Chicago which 
appeared in Thursday’s, October 19, 1961, edition of "Chicago’ o 
American.” 




It is recommended that appropriate letters of appreciation 
be sent to LUKE P. CARROLL, Managing Editor, as well a i IXQKlJ 
GLUBOK, author of the articles, it being noted that L'/iX CAJ “OLD 
worked very closely with me on these articles and waL critrcr. jly 
receptive to making any changes which the Bureau desired. 


3 - Bureau (Enel. 2) 
1 - Chicago 
JHGrntz 
(4) 


GALE 

* 4 
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November 10, 1S81 


Mr, James S,' Gale 
Federal Earcau of Investigation 
Chicago, Illinois 


Fear Mr, Gale: 


' / *' 


«* 7 ^ 

>7 ?' ^ 

^ Zp 

<*>£ 

~c? <S 


It is indeed a pleasure to commend, through you, the >5? 
agents in the Chicago Division who participated la such a capable 
r manner i|$ the development of a highly coMMcniial source ol infor- 
■/' matioa ofegreat value to the Bureau in the criminal field. 

•V ‘ • r-tf” 

i- 

• v>o These agents wore responsible for insuring that the 

-actual dmrigopment of the source was carried out with e§mpleie_ 

! security a§i the teamwork which they displayed in this regard ij&fc 
Ceertjklnly ^emplary, Each man who took part in thh> dangerous and 
implant operation demonstrated a great deal of diligence, alertness 
and competence in handling his individual duties. I want- you io.convey 
to everyone who assisted my sincere appreciation for a Sensitive Job 
extremely wall handled. r ,r- 

"ZK'+fej ’ cu «? r 

25. ' sincerely yours, ~~ n:£ /^ 

*V 1 G 1961 U. Edgar Hoover 3'Y‘g 

‘ i - SA C, Chicago (Pe rsonal Attention) 

Ke: l I Place a copy of this letter in files of all 

participating personnel with the exception of imMyidteSSy 

recogntecd. a l z.£ 

— - 4 .» Miss (Sent'ibirect) I .B7E I'./O .. r - i • 

T:pec . i Tn M 

, / V-* - ' (over) 
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• OPTIONAL FORM NO. 10 


•U'NITED STATES GO\^^JMENT 

Memorandum 


/ ^ 



subject: 


DIRECTOR, FBI 


date: October 27, 1961 


SACj /CHICAGO/ (67-832) 


TOP HOODLUM PROGRAM 
CHICAGO DIVISION 
COMMENDATION MATTER 






Information was developed late in 1958 that the 
Armory Lounge situated in Forest Park, Illinois, was being 
Utilized as a meeting place by SAMUEL GIANCANA, ANTHONY 
ACCARDO and other top hoodlums of the Chicago Division. 

Since the development of CG 6343-C*, which has been actively 
furnishing information relative to the activities of the top 
hoodlums in the Chicago area, information has been developed 
through this source to the effect that SAMyy^OONEY) GIANCANA 
has been utilizing the Armory Lounge as a meeting place. 

TTrf ///•-—- ff . Qr 

The quality of information developed through 
CG 6343-C* was a strong basis for repeated and continuing 
attempts to establish a similar informant at the Armory 
Lounge. A neighborhood source was developed at this address 
and this source furnished reliable information as to license 

number ©f ears driven to that ar§a } unusual amounts of 

traffic, as well as identities of a limited few of the patrons 
in this establishment, as well as some knowledge as to what 
hours this business was closed to the public. 

In an effort to secure sufficient information 
upon which to reasonably contemplate rpirmesti np~ authority 

for a survey, SA’S RALPH R.^I^ILL,! | and Sound 

Agent LLOYD HT/NELSON visitea v the Armory LoUhge as customers 
in an effort to secure preliminary technical information as 
to the inaidp of these OTfimises. On one of these visits by 
SA’S HILL anq and numerous 

lesser hoodlums were ooservea navmg dinner m -cne public 
area at the Armory Lounge. . c f ,, - 


The Armory Lounge is situated on a heavily trafficked'' 
i | thoroughfare where there is heavy car and truck traffic 24 ° 
r-^r y jfa hours a day. This is one of the regular "beats " driven by 
\ \ the Forest Park, Illinois, Police Department as well as the 




& 


State Police cars. It was suspected that the Forest Park 

® - Bureau (Encls. ,!>§):. .£» , • \ \ A! ,/, 

1 - Chicago ^ *' «i\ y aV- 

< 3> . , . vfaJ W 

% life?' i$f / o'- 
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Police Department would be of no assistance relative to achieving 
entry into the Armory Lounge and, in fact, it was believed 
that any contact with this department relative to the Armory 
Lounge would immediately be brought to the attention of GIANCANA, 
which suspicions have been increased and partially verified 
since the installation of the microphone surveillance 'at the 
Armory Lounge. The lounge has three exterior doors, two of 
which are locked and bolted from the inside and the remaining 
one opens directly on the highway and is situated under a 
street light. There is little, if any, foot traffic in this 
neighborhood at night. 


The Armory Lounge is 
who is a known associate of 


during- the PAPONHE 
was a 1 

flfa. It is 
1 1 during ' 

during which time| 
regarding- those t 

had 

hlntTR win i n.h - 

to 


| and who was a b ookmaker 
be nnintflrt nnt that.l 


b6 


convenient lapse ox memory 
possibly would be detrimental 
The property wa<s found, to be 


top hoodlum lieutenant of GIANCANA. The building is situated 
on a corner lot and there is no outside cover which would 
lend itself to facilitating entrance into the building. 


In order to attempt to locate any weaknesses that 
would allow successful penetration, extended 24-hour-a-day 
surveillances were instituted at the Armory Lounge. Numerous 
surveillances on th j in an effort to 

find keys in his automobile or other occasions when . the Trevs 
mi ght be unattended met with negative results. One 


be 


migl 

anf" 


lived a few doors irom 
the Armory Lounge and did not appear to present any additional 
avenues of exploration in an effort to gain entry into the 
Armory Lounge. 


On two occasions during the early morning hours ex- 
tended attempts were made to gain access by picking the lock 
of the front door, at which time the lock failed to respond 
to these efforts, it being noted that because of traffic these 
efforts were interrupted countless times, during which time 
the agents were exposed to possible discovery. 
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The necessity for obtaining the keys to the Armory 
Leuitge beetime increasingly apparent as ethos? to efc« 

tain entry into the A.rmory Lounge proved unproductive. 


In July, 1961, the neighborhood sou rce developed 


n 

1 was no Inngfir onmloved a .t the lounge and ht that x ime 





L SA HILL conceived 

tr 

ie idea tnat loJUiowang 

•**i*4. 'i**!*- n *3 4 


| ana 

rinding a weakness 

* 4.V. * A * r 


To carry out the plan conceived by SA HILL, SA’S HILL and 
JOSEPH G. >SHEA established physical snrveill anp.as on Augus t 
1 and 2, 1^61, in an effort to identify this as 

well as secYire the keys in the event the opportunity presented 
itself. V 


Tt WAR ristfl'mii npd that 


t 


° ^ A 1 


had no 

agust 2, 1961, he was fol- 
I tint r> pint in Chicago 
In view of the 


of 

lowed on| 

which is entirely composed of 
difficulties in maintaining a surveillance in such a neighbor- 
hood without being made and not desiring to lose this individual 
in the multi-family dwellings, this individual was stopped 
by SA’S HILL and SHEA on August 2. 1961. SA SHEA suggested 


that the likeness o f the 


to Ten Most Wanted Fugitive 


interviewing 


lwould pres ent a logical explanation for 


SA’S HILL and SHEA imme 
effect. In view of the fact that 


1 


lately placed a plan into 
slightly 
him to the 


] the agents invited 


resembled| 

Chicago office under the pretext of establishing identit 
_This_aubterfuge produced the designed results in tha-t the 


E 


identified asf \ gladly accompanied these 

agents' to the Chicago office, and as SA SHEA engaged him in 
conversation and took fingerprints, SA HILL had a copy of the 
keys to the Armory Lounge m ade. The e ffectiveness of this 
approach was illustrated by l [ request following his 

interrogation that the agents not tell his new employers of 
this inasmuch as he did not want to have his bosses think he 
was in trouble. This above course of action had been discussed 


E 


Jo 

b 


b6 

Jo7D 
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\ 


with SAC JAMES H. KG ALE and Supervisor 
to its being placjed into effect. 


prior 


With the acquisition of a copy of the keys to the 
Armory Lounge definite plans were formulated to accomplish 
entry and establish misur coverage. The information developed 
previously through countless surveillances, as well as to the 
information obtained from the neighborhood source, proved in- 
valuable in making these plans. 


On August 7, 1961, shortly after midnight , entry 
into the Armory Lou nge was ar.^nmnliahed bv SA'S RALPH R. HILL, 

l WILLIAM F./ROEMER, and 

sound Agents* LLUyU H. NELSON and JERRY H . A BRE IDENFELD . In 
view of the fact that it was known that patrol cars frequented 
the neighborhood at a high rate of regularity and frequency , 
a complex plan for outside coverage w as established utilisin g 
SA'S JOHN R. B ASSETT. JOSEPH G. SHEA. I 
ROBERT A. COOK I 

I I Jft. T JOHN W. PARISH And AUGUST (J. 

KEMPFF. 


Because of the light conditions outside and because 
of lack of cover, the actual physical handling of equipment 
required careful planning and equally careful handling in 
order that the proper tools be had in the event coverage could 
be instituted. On August 7, 1961, after nearly six hours in 
the premises a mite unit was installed in the back room believed 
to be a private dining room where the top level conferences 
and discussions v/ould be held. A dog discovered in the pre- 
mises was handled without difficulty. 
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On August 8, 1961, Sound Agents NELSON and BRE I DENFELD 
climbed the pole behind the Armory Lounge and utilized a 
vacant pair of lines in completing the installation. It xs 
to be pointed out that in this suburban area the Security 
Division of the Telephone Company feels that it has such poor 
security that they hesitate to request any confidential in- 
quiry of their own in the area. The difficulties encountered 
in achieving the actual hookup with the Chicago office were 
accomplished by Sound Agent NELSON which allows this installa- 
tion to be monitored by the regular staff, thereby saving the 
necessity for a 24 hour plant and the attendant costs ac- 
companying such an independent operation. 


On September 3, 1961, an electrical storm burned 
out the mite unit which necessitated re-entr v Qh Sep tember 6, 

\ 1961. This re-entry was made by SA’S HILL, | I NELSON, 

APARFET and BRE I DENFELD . A new mite unit was installed and 
f \ is at this time still operative. The total time lapse for 
tthe second entry was nearly four hours. It is again pointed 
out that the second entry was done during the night hours 
when it could not be determined positively whether a night 
watchman was employed in the premises, and both entries were 
done at great personal risk to the agents. The type of in- 
dividual frequenting the Armory Lounge is that of top hoodlum 
and dangerous lieutenant, many of whom are known to be armed 
and all who have extensive backgrounds for violence, including 
murder and other heinous crimes. 


The major significant items developed to date from 
CG 6486-C* are as follows: 


On August 7. 1961. SAMUE L GIANCANA met with | | 

a a Chicago area l I who is believed to be a 

t for GIANCANA. At this time the individuals discussed 
GIANCANA'S new ownership of the Villa Venice through his fronts. 
Also at this time the Oak Park National Bank was mentioned 
and the degree to- which this bank will cooperate with these 
hoodlums was brought out. Such information is of extreme 
value in highly sensitive interviews, particularly dealing 
in confidential inquiries into hoodlums and their associates. 
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On August 18, 1961, a dinner party was held and 

° J a a /inA nrvn > 


wirinw of "Tough” TONY CAPE ZIP. tOP h 



as well as 


and 


MARIE T/EBER 
FERRARO and 

I 1 

CG 6486-C* advised on September 7, 1961, 6f tip — 

jf o 1 lowajifi— jconf erence between SAMUEL 15. GIANCANA and one | 

LNU. | |has been tentatively identified in thp context of — 

•frhi.c; Antvf firenc e as a close associate of 

I I of Chicago, who has been recently appointed as 


1 one of the highest 

ha^o n-r m^rnnagfl and influence in | 

is also a PCI of this division 


rpiia.hnitv issomewhat questionable as 


however. ms 


T^ri this office to believe thatf 


1 Indications 

I 


b6 


b6 

b7D 


tho[ 


LNU from the tenor of the conversation is a powcx- 


and is in a position of influenee. 


et al. 

house in ..... , , 

business whose 

nnRtnmers are primarily factories and large oxxices for whom 

I I _ u i * _•*___ JL ^ 


he supplies 
con ver sat ion that 


lsgrvices. It is also apparent from this 
runs this business either in partner- 
ship with GIANCAN& or' as a front for GIANCANA. 


In this conversation GIANCANA and 


discussed the 

fact that this individual had cultivated ■ I ■ 

Agent, as a source of information regarding the status oi | | 

and other investigations of Chicago hoodlums. Also, at this 
tlm 0 I I*"'* r.TAMCAWA arrnnrsd for GIANCANA to have meetings 

with| 

tions of the 


concerning the opera- 
a suspected GIANCANA interest. 


3 


individu al who 


a OIOSS 


)e I r 
iNA's I 


CG 6486-C* advised- on September 12, 
during the afternoon hours of that dat 
an ind ividual believed to be_ 
of cour se . is GIANCANA 


1961. 


tha t 
and 


1 held a 


bo 


conference < 
and the 


also known as 


j from GIANCANA. 


has been described previously as 
and has been known for many 
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~l Rv this it is meant 


year s as the | . 

that| | does most of thfe l 

gambling operations throughout the Chicago area. 


of 

also 


He IS 

the individual who did the | 1 °-^ . 

alleged residence of GIANCANA in Lake Worth, Florida. During 
this conversation operations of the Villa Venice, a suspected 
GIANCANA interest, were discussed. 


| in relating an incident at the Villa_ Venice 
whereby six individuals came in and spent a considerable 
amount of money, is apparently suspicious that these individuals 
were actually some type of law enforcement men who were at- 
tempting to prove illicit activity at the Villa Venice. By 
the "boat ride" he is referring to the fact that there is a 
channel running by the Villa Venice in which the Villa Venice 
has several gondolas which are utilized by patrons and their 
friends for rides. It has been alleged that prostitutes 
utilize these gondolas at the Villa Venice for their hustling 
activities. 


b 


Oil October 4, 1961, the following information was 

obtained from this source: 

GIANCANA discussed with an unknown individual certain 
trust documents that are being examined under the intensifica- 
tion by the Federal agencies against the hoodlums. In this 
conversation the unknown individual advised GIANCANA that the 
XJ. S. Government had issued a summons to the Central Nationa 
Panic fen.' all pertinent papers regarding a trust agreement for 
the "hotel". This hotel is probably the Towne Hotel, Cicero, 
Illinois, which has long been alleged to be GIANCANA’S. The 
unknown individual stated that GIANCANA’S name does not appear 
on the trust, therefore, this summons is of no great concern 
insofar as G IANCANA is concerned. The unkno wn individual in- 
dicated that I _j trus i t — twpfnrp > 

this person could possibly be identical with i nrial 1 

The unknown individual mentioned the name op 1 a<= 

on the t rust and is probably idei 
wbr> -ig rp-nnrted to be a 


HUUU1LUU 



hoi n o’ 


or Uhicagd T6p 


b6 
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On this same date GIANCANA andjj 


discussed 

the operations of the numbers operation in Chicago and how 
efforts are being made to minimize losses which might occur 
on a heavy run on a winning number. The possible losses and 
amount of take out of this operation were thereby brought to 
the attention of the Chicago o ffice. This information also 

to the numbers racket in 


positiyely linked GIANCANA and[ 


Chicago which, although rumored before, had not been developed 
through reliable informants. 


b6 


On the same day the gambling take out of the western 
suburbs was discussed, plus amounts from specified areas. 

Also, the fact that the lesser mobsters must get the okay 
before moving into a hoodlum enterprise is again brought out 
by the fact that activities along these lines are discussed 
with GIANCANA for his okay. The amount of money paid to the 
western suburban police departments i s discussed by GIANCANA 
and his l In this conversation 
the amount: oi money ouiameu out oj. jumbling from the western 
suburbs, as well as the fact that an individual called "Strongy!’ 
(believed to be. FRANK FERRARO, treasurer for the hoodlums in 
Chicago) received $10,000. The amount of take and the expenses 
are discussed by GIANCANA and his associate. 


is not positively identified as the 

other participant in this conversation; however, he has been 
interviewed in the past by Bureau agents and from the context 
of the conversation it. would annear that th i s won 1 d he I , 


bo 


who is well known as al 

for GIANCANA when the latter is out of town. This conversation 
pertains to the amount of money taken in in apparently the 
western suburbs of Chicago, namely. Forest Park, Elmwood Park 
and Melrose Park among others. The gross amount from all the 
figuring appears to be $47,432. The net amount arrived at 
after expenses of $13,117 was $34,325. From the conversation 
it ' is not known what type of activity this money represented 
or the period of time for which the activity took place. Ap- 
parently from the gross figure quoted a certain amount went 
to the individuals mentioned in addition to money for the 
Sheriff and for an individual in the State*s Attorney*s Office, 


8 
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During this conversation two unknown individuals 

reported to GIANCANA that they had ^ t J i ^ ed f ice 

an informant being utilized by the State s Att G i A ^ c ^A, at 

in obtaining warrants for their gambling raids. Cl - " * 

SeinS iniOTSed of this individual's activities, instructed _ 
IhJSS tSo Individuals to take the individual for a n oc^ 

him in the head and otherwise dispose of him. ^ His 
were, "Go to work on him and to hell with h im . 

Following the above conversation, and GIANCANA 

engaged in a conversation wherein the hoodlums J? 

counteract the intensified investigation through the Italian- 
American Association is discussed. 

The amount of influence GIANCANA exerts in the 

political scene in Chicago was further d ^|5; ope “ LettST 
reported to the informant on October 6, 1S61. Du* finnnrrT 
conversation an unknown individual, possibly JAMES ADDUCCI> 
a State Representative of Illinois, asks GIANCANA we er 
GIANCANA wants a committeeman or the alderman in on 
Chicago’s wards, illustrating that GIANCANA has the power 
to be consulted for the replacement of such an individual 
at such a hign level. 

On October 11. 196 1, the informant 

versation wherein one | | who y Jr- 

a prominent Chicago 1 ^ lflnth strona S 


b6 


overheard a con- 


L) JLO I 

lwi*th strong iio odium xies , 

J * -5. '.wo *).- -i in or J-Lf*. t . 


discussing withGlANCANA the possibility of mak ^| ^President 

with Judge ROGER KILE*, who « as / ed ®“^ y 0 5 P Kp“^s, i n Chicago. ' 
KENNEDY to the T+.h g-i rcuit . II* S_. Court of PP * __ be 


•in connection with, 
which is presently before the Ap*aaiB cou 

^ . s _ **• -i -i • A 1 1 Q-fn Jfn Ho*p. . 


s 


WUJLOU lo v j ~ ~ — ~ , j ~r j 

was formerly an Illinois Appellate Judge. _ 
there would be three judges presiding over 

, , A 4. T ,| t Tr t r tit r inl« r» -n n *1 ‘DQmnf»T > fl 1" o n m 1 1 

that 
cither 


— fevasion case 
Trd] 


Ige KILEY 


— 

mentio ned that 

case and 

« lion 1 d be contacted 


1 


or 

nd 


U1AJNUA1MA 

refer to the fact that they have reueiveu k >!»s s ®5 e 

water coming from the North,” the ex ^?* °t. that it 

not clear to them; however, the possibility* exists t] hat v t 
refers to the pressure that is being brought on this case 
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volvingj 


1 DUFFY and SCHNACKENBEP-G referred to are 

—I - n 1 T1TJ 


Judges F. RYAN DUFFY, Chief Judge from Milwaukee , Wisconsin, 
and ELMER SCHNACKENBERG , both U. 5! — Annenl .s Judges who are 


presiding with ROGER KjlLEY in the 


case. 


CASTLE-, U. S. 


indicated that Judges Y/IN KNOCH and LATHAM 
Tjourt of A nneals in Chicago, had been contacted 
ase and appeared willing to go along 



concerning the _ _ 

with a pos sible rev&rSible ruling; however, he complained tnat 

case had been reassigned to three other judges, namely 
INACN3NBERG and KILEY. 

A short time later the informant advised that GIANCANA 
and an unknown individual, who may be identical with LOUIS 

Iwell known Miami and Cleveland hoodlum, had a lengthy 
discussion relative to possible legitimate enterprises wherein 
the magnitude of their operations is discussed. 

To amplify this, the following conversation of this 
individual is set forth: 

"And I came here to clear this (obscene) up, 
because you* re the only one I’ve ever talked 
to. So. ... (obscene) people did me a favor, 
because instead of sitting out in the middle 
of Siberia feeling sorry for myself like a 
jerk, I thought, wake up and overcome all this 
.(obscene), and see everybody knows. One thing 


led to another, and I threw together a cor- 
por ation. tell 
got [ 


me it’s gonna be big, and I 

I got the 


g^troy ri <">r» -f-rrtffl fha -fra. fra r>-f Tnriiana. 

1i go 


rv>mr»nnvT 


on the Boa rd. 


I 


X got a iactory 
the whole thing to- 


in West Virginia, I tiirew 
gether, got the Board, they’ve already accepted, 
agreed, everything. This work is done. The 

other night, I just left[ |when I ran 

into you. I just left .him 
the cab in front. | |got 

I never saw your face, but I ....you got out 


, You were m 
rc out of the car. 
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of the cab. | |v/as with me. I Isaid, 

you’re crazy, What happened was, the week 
before, I called the (obscene) tailor shop, 

I wanted to talk.." 

The extent of the information obtained, plus the 
fact that it is the type of information known only to the 
closest circle in the hoodlum field, particularly in the upper 
echelon, and is the type of information which has not been 
available through informants, particularly to the degree and 
value" that has been received through this source, proves the 
value of the installation of this misur. This source continues 
to furnish this information and is of primary importance to 
the Bureau in meeting the Bureau’s responsibilities under 
the Criminal intelligence Program. 


Ip addition to the merit awards which are enclosed 
With this lotto?, it in requested that a group letter of 
commendation be furnished the following agents Whd partieip&tQd 
in the outside coverage and surveillances necessary for the 
successful installation of this source: 


be 

ROBERT A. COOK 


HK7ARD J. NEHLS 

I , 1 

JOHN W.> PARISH . 

AUGUST C . '\KEMPFF 
\ \ 

I will continue to give this program my very closest 
personal supervision in an effort to insure that continued 
successful results are obtained in connection with this vital 
program. 
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Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Bear Mr. Gale: 


December 19, 1931 
PERSONAL 


30 

m 

o 


S’ 


-it 

m 


? 

50 

m 


CO 

O 


3 

8 


3 

a? 


You are indeed to be commended for your 
excellent supervision of the investigation of the Inter- 
state Transportation of Stolen Property case involving 
the theft of medium transformer plans from the General 
Electric Corporation. ’ 3 Y3 I 

I was very impressed with the splendid , i 
ability, judgment and leadership you demoifctjMit&d id 
directing this matter, especially in handling the tele- 
vision, radio and press aspects. The success achieved 
in the recovery of these valuable plans has greatly enhanced 
the reputation of the Bureau and I want you to know I cer- 
tainly appreciate the superior manner in which you discharged 
your responsibilities* 


Tolson 

Beta on t 

Mohr 

Callahan 

Conrad 

DeLoach 

Evans 

Malcne 

Rosen 

Sullivan 

Tavei 

Trotter 

Tele. Room 

Ingram 

Curdy 


Sincerely yours. 


1 


Miss 


|(Sent Direct) 


be 


AFHrmjp 

(4) 


i 

V ' 


i 


/ 


I 


ti * _ 





MAIL BOOM □ TELETYPE UNIT □ 



T 




December 20, 1061 


Editorial Department 
Chicago's American 
445 North Michigan Avenue 
Chicago 11, Illinois 


Dear Mr* 


Your letter of December 14, 1361, has 
been received, and 1 was delighted to learn that your 
editors have selected your series on the FBI as the best 
feature work on your newspaper for October* 

Your kind comments concerning the 
personnel of our Chicago Office who worked with you 
on this series are indeed appreciated, and you can be 
certain they will be brought to their attention. If X can 
be of any assistance to you in the future, please let 
me know* 


sincerely yours. 


3 - Chicago - Enclosures (3) 

Ct- Personnel File SAC James H. ((Lie, EOD 11-29-39 as Temporary Clerk, 
1-29-40 as Permanent Clerk, 6-21-43 as Special Agent; GS-17 
1 - Personnel File ASAC James L. Handley, EOD 8-11-41, GS-15 
1 - Personnel File SA Marlin H. Moore, EOD 5-12-52, GS-12 
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Mr. James H. Gale 
Federal Bureau of Investigation 
; Chicago, IHinois 


January 3, 1962-7*} ? 

cd| 


r -+» 



Dearer. Gale: 


I am taking tais occasion to commend, 
through you, the agents of the Chicago Division 
who assisted in the investigation o f the Theft from 
Interstate fhipment case involving] 
and others. 


mixciso 

Ail ;j <- 1£32 

CO'ia Fi »,*FwI 


( V *- ' 

Tolson 

Belmont _ 


The success realised in this matter can 
be attributed in no small measure to the alert and 
capable fashion in which each man carried out his 
individual responsibilities. I want you to express 
my appreciation tor a lob well done to eyery_man 
who participated in this investigation. { _ / 


f 4 
x. 




>K/ 


incerely yourj, 
0. Edgar Hoover 1 . 
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1 - SAC, Chicago (Personal Attention) 

Place a copy of this letter in the files of all agents who participated 
in this matter but were not individually recognized. 


1 - Mss 


](£enfc Direct) 
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SAC, Chicago 


January 11, 1962 


Director, FBI 


TWO-DAY CONFERENCES 

You should report to the Seat of Government, Room 5515, 
June 4 > 1962, at 9:00 A.M. for attendance at xwo-day 

Conferences. 

Confirm attendance. 


1 - Mr. Malone 
1 - Mr. Hereford 


bhd (5), |jV 
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Tolson 

Belmont 

Mohr 

Callahan 

Conrad 

DeLoach 

Evans 

Malone 

Rosen 

Sullivan — 

Tavel 

Trotter 

yTele. Room 

ingram 

t jiandy 
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, -UNITED STATES GOVERNMENT 

Memorandum 


to * DIRECTOR, FBI (91-15177) 


FRC^/'f/ SAC, CHICAGO (67-832) 


subject: 


ET AL 
BR 

COMMENDATION MATTER 


Rebulet 12/19/61 . 


P Sr. Tolson 

| Mr. 

| Mr. Mofrr 

5 Mr. Callahan- 
) Hr. Conrad— 
' DcLcach- 

DATEcDecemtjerV 2S^ Jlia T? 

** - Ecggn.™ 
* M EnZlZvazL- 

= Mr. TavJ 

Mi. Trr.ltor 

£ TJe. Boom 

4 Mr. Ingram , 

| Zri .33 Gandy—™. 

/ » 


On December 7, 1961, | | then a fugitive 

in the captioned matter, was arrested -at 6:00 AM at his 
residence in Chicago. The following Special Agents participated 
in the arrest and a search incidental to the arrest : 


* ^5 

m ** 

£» heng^on of| p,t his residence, which apprehension was 

1=3 planned t.n raitp ninr».!p a± t.hp gamp timp a.<a arrest of the 

subject | r residence in 

-- Ghi ra . gr> . The apprehension was actually effected by SAs GREEN 
-*ahd| who were supported and given outside cover by the 

remaking three Special .Agents, In view of the fact that 
/; this-^rrest was based solely on witness identification it 
Ywas hScessary to conduct an - extensive search in an effort 
to secure additional data of probative value. During the i 

course of this search, which was condu cted by the above Agents 
at the time of the arrest, SA l I discovered two safety 

deposit box keys which had been secreted in the inner lini ng 
| of two hats which were s toil ed— in, . a._cl qset. These keys led 

to two safety deposit boxes from which $1,361.00 in bank robbery 
loot was recovered. 


SA LESTER K.^ESARE Y 
SA | 

HEC-147j 

re Sp ecial Agents were 


it his residence, whicl 


tssigne< 


.. .. Ntssaljafca -z 

tP a ?|U 9 - 82 ' 


Jy - Bureau 
1 - Chicago 
HDS:LMS«/ 
( 4 ) ,Tn , 


ireau (SEE RECOMMENDATIONS OF SPECIAL INVESTIGATIVE 

ticago DIVISION, PAGE -THREE) A/ 

is/ ^ £/ 

-4^05 psi io s* to; $ ' ? Ay 

«ec,n ,,V y 



CG 67-S32 


The int.prrrxrat i nn nfl . Iw«g 

primarily by SAs and| 

who, through their joint interview tecnnxqu 
successful in obtaining the confession from 



THOMAS 


GREEN 

ESAEEY 


and | |be commended through Special Agent 

in Charge JAMES H. GALE i'or their participation in this 
investigation. 



■x 


.4 


/ 


*"> «* * 




ADDENDUM PAM: mb ^ * 

RECOMMENDATIONS OF SPECIAL INVESTIGATIVE DIVISION 


SAC, Chicago, recommended. SA 


1-4-62 


receive a 


letter of commendation for his out standing w ork which led to the 

identification and apprehension of and 

who participated in the arrest and interview of 
a letter of commendation. Since identities of participa 


that the, Agents 
receive 


mg 


Agents not furnished, SAC, Chicago, requested to furnish identities 
and specific action taken by each Agent. 


b6 


It is recommended SA[ 


]be commended for his alert 


and efficient investigation which resulted in the identification 
and apprehension of the subjects in this case. A letter of 
commendation should also be directed to SAC. Chicago, c ommending 
SAs Thomas J . Green , I L Lester K. 

Esarey , and | | for the Tuvalu ah ~ 

by them in effecting the arrest of 


e assistance rendered 
and recovering important 


evidence which led to the recovery of §1,361 of the bank robbery 
loot . 


With rftparfi to possible individual commendation for 
mentioned in Chicago letter 12/22/61 as 


SA 

discovering two safety deposit box keys, the following is noted: 


on 


In p its earlier letter, 12/12/61, Chicago in commenting 
arrest on 12/7/6 1. states "....through the well 


organized interview, [ 


admitted his participation in the 
robbery ,.... and indicated where safety deposit boxes could be 
located which contained part of the loot. Through search warrants 
obtained. .. .$1,861 of the frank robb ery loot was recovered." This 

and[_ | This indicates that 


able to 


interview conducted by SAs 

the Age nts would have been . 

] had not found the particular kevs 
be singled out for commendation, SA 
out. 


make the recoveraz—ev; 


and if 


i erv even 
v/. 


if 


were to 


be 


should also be singled 


While there would be n o nhiec tion to giving individual 


commendation to eit her 
the exception of SA [ 


£ n< 
Jor 


it would appear that with 


work, considering the remainder 
as a group effort would be the most effective way of handling 
commendat ion . 




OPTIONAL FORM NO. 10 


UNITED STATES GOVERNMENT 


Mr. Bel 


C. A. Evans 


\bfh 


!l/ 


subject: SA C JAMESHSALE 

sa| 


date: January 11, 1962 


/ 


u 


Tolson _ 
Belmont . 

Mohr 

Callahan 
Conrad _ 



Malone — 

Rosen 

Sullivan _ 

Tavel 

Trotter 

-Ingram 

Gandy 


For record purposes I called SAC Gale a t Chic ago on the evening 
of January 10, 1962, and informed him that he and SA l | were to report at 
the Bureau by 9:00 a. m. , Monday, January 15, 1962, for a one-day conference. 
This will include the meeting in the Attorney General’s office as reflected in 
my memorandum of January 10, 1962, captioned Attorney General’s Meeting 
Re Organized Crime. 


1 - Mr. Mohr 
1 - Mr. Callahan 
1 - Movement Section 





CAEtlds/^ 
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Seavcliec 


Numbered 

m 13 19 6 2 ‘ 
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January 8, 1362 


-Ti 


CD 


Mr. James B. Gale 
Federal Bureau of Investigation 
.Chicago, Illinois 


ar Mr. Gale: 


It is indeed a pleasure to commend, 
through you, the agents of the Chicago Office wh o par- 
ticipated in the apprehension of | | one of 

the subjects of a Bank Bobber/ case. 


Tolson _ 
Belmont , 
Mohr 


Callahan . 

Conrad 

DeLoach . 

Evans 

Malone — 

Rosen 

Sullivan _ 

Tavel 

Trotter — 


These men played an i; 
case through their apprehension of 



ole in this 

as well 

as their location of two safety deposit box keys and their 
assistance in the interview of this subject. They dis- 
played exemplary ability and thoroughness in carrying 
out their individual assignments and their services were 
a distinct credit to them and to the FBI. I want you to 
convey my sincere thanks to them for a job well done. 


MAILED 20 

i » 1 1 - O I 1 ’ Jv 

COMM-FRI 


Sincerely yours, 

QL Edgar Hoover, 

if 1 


be 


1 - SAC, Chicago (Personal Attention) 

Place copies in files of agents who partic ipated in this case 
but war ft not, indiv idually 1 commended. ’ 

1 - Miss Sent Direct) - , , ” 

afh ,i / ■ , jS ‘ ' 


Tele. Room . 
, Ingram . 
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January 16, 1962 


Mr. James H. Gale 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Mr. Gale: 


I am indeed pleased to commend you and, 
through you, the personnel of the Chicago Office for 
exceeding your quota in the number of agents obtained 
for the New Agents* Classes which convened during 
the period June through October, 1961. 


These splendid results can be attributed 
to the sincere desire of you and your associates to 
fulfill your responsibilities in this field. I am very 
impressed with the success achieved by your office 
and I want to express my appreciation t6 all of you 
for a job well done. i ■ < . , 

- $ :• 7 7 

Sincerely yours, 

! I 

& lEtigar : 


TJ 

CD 


Tolson 

Belmont 

Mohr 

Callahqn 

Conrad 

DeLoach — 

Evans 

Malone 

Rosen 

Sullivan ___ 

Tavel 

Trotter 

Tele. Room 

Ingram 

Gandy 
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BAG, Chicago 


January 3.7, 1963 


Director, FBI 

TuD-avy CffiiFSRXCOa 

Your Tu’o-Day Conferences for June 4, 1962, are hereby 

canceled. 


1 - Mr. Malone 
1 - Mr. Hereford 

bhd <S), 
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MEMORANDUM FOR MR. TOLSON 


Yesterday I saw Special Agent in Charge James H.' Gale of the Chicago 
Field Division, who was in town to attend some conferences in the Department 
concerning the organized crime matters in his field division. 


I discussed generally with Mr. Gale some of the pressing problems 
in the Chicago Office both in the organized crime field and in the coverage of 
subversive activities. It would appear from what xVat. Gale stated that he is 
well informed upon many of the details of these pressing matters and is enthusiastic 
and doing an outstanding job in the direction of the same. 


I spoke to him about the several classes of cases which exceeded 7% in 
delinquency in the statistics submitted to me by Mr. Mohr under date of January 12, 
1962. Mr. Gale stated this had been corrected already this month and he would 
watch and try to avoid having any class of cases exceed 7% in delinquency. 


I spoke to Mr. Gale also about the fact that the Chicago Office dropped 
54% in fines, savings, and recoveries for the first six months of the current 
fiscal year when compared with a similar period of the previous fiscal year. 

Mr. Gale pointed out that in the previous fiscal year there had been a very large 
recovery in one case and that he would certainly do all in his power to try to 
maintain the past record of the Chicago Office in this particular item. 


I also mentioned to Mr. Gale that I noted the Agents in his office were 
spending 17.7% of their time in the office in December and there had been a small 
but gradual increase each month since October and I would prefer to see the time 
in the office dropping rather than increasing. 


I stressed to Mr. Gale the necessity for developing quality informants, 
both in the security and criminal fields, and in connection with the latter, the 
necessity for intensifying intelligence coverage of the activities of racketeers 
Tcison _and_hoodlums. 


Beln.ont 

Mohr 

Callahan 

DeTot^JEHEEDM (5) 

Evans 

Malone 

Rosen 

Sullivan 

Tavol . 

Trotter 

Tele. Boom . 

Ingram 
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Memorandum for Mr. Tolson 

a-?K~ 


itmutf 17, 1962 


/ 


o 5 


*K - 




h. 


1 told Mr. Gale that in regard to the overtime of l£§ cffibe, he well 
| knew what my attitude was concerning the same and I would life* to see the over- 
J time kept to a minimum and that it only be performed when absolutely necessary 
J in order to handle the requirements of our work. 


? r 
\ I discussed with him the case of Special Agent 

has persistently and consistently exce lled the wei ght requirement. 


| who 
I noted that 


ho Memphis, Tennessee, and 


bb 


recently we had ordered Special Agent 

tills has not been cancelled but held up ding another physical examination to 
be made in May of 1962. At that time I want to have his case completely re- 
evaluated because I do not think it proper to have a man at his office of preference 
who will not comply with the requirements that all other Agents are required to 
meet concerning their weight. 


I called Mr. Gale’s attention to the fact that l noted there were 12 
violations of the Federal Bank Eobbery Statute which were unsolved and this 
is most undesirable and he should bear down on these to bring about an improve- 
ment. 


I discussed with Mr. Gale the conferences which he had come to 
Washington to attend in the Department and stressed to him the imperative 
necessity of keeping a tight hold on th e supervi sion of these matters, particularly 
in dealing with United States Attorney l and Special Assistant to the Attorney 


General Kiernan, both of whom by actions this past week have certainly evidenced 
no fairness in their expressions concerning the FBI, but, to the contrary, have be 
attempted to alibi their own shortcomings and failure to produce results upon the 
FBI which in this instance have been definitely refuted. I stressed to Mr. Gale 
that he could expect similar allegations to be made again by these two individuals. 


by 


Mr. 


Gale also s poke to me about an operation in Chicago carried on 
land Thomas F. Kelly which has supplanted the wire 


Be outlined some of the details to me and stated this matter had been 


service. 

submitted to the Bureau by the Chicago Office and he understood this Bureau had 
asked for an opinion from the Department as to whether such activities came 
within the violations of the present laws. I told Mr. Gale to see Mr. Evans and 
to ask that it be followed up with the Department and that I be advised as to the 
status. 



— 2 — 




>, t ■ 

lur. Gale also left with me two binders, one containing photographs 


which were given to each of the persons attending the 22nd Congress of the 
Communist Party of the Soviet Union in avIoscow last October and the other 
containing photographs obtained by the Chicago Office of certain areas where 
some of the top hoodlums make contact and in which we have technical coverage. 

Very truly yours, 

J. E. H. 

John Edgar Hoover 
Director 

Attachments (with original only) 
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January 18, 1962 




MAILED 5 

m is 1962 

COMMAS* 


Mr. James H« Gale 
. [Federal Bureau of Investigation 
V Chicago} Illinois 


Dear Mr. Gale: 


25' is&? 


o 

-in ^ 


CP% 

a 


a 

S 

o 

t; 
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I am indeed pleased to commend, through 
you, the agents of the Chicago Office who performed 
so effectively in the solution of the murder of John A. 
Kilpatrick, President of International United lndastrial 


Workers of America, 


3£€-K$ 


These men carried out their indiv|du^> , , 
assignments in a highly skillful, alert and resourceful- 
fashion with the result that they made a material con- 
tribution to the success achieved. I know this was a 
very complicated and fast-moving case and I was 
impressed with the enthusiastic and devoted fashion 
in which they performed. Please convey my sincere 
thanks to all for a job especially well done. 


Sincerely yours. 


1 - SAC, Chicago (Personal Attention) 

Place a copy of this letter, in 1 files of agents who worked on this 
case but were not individually recognized. 



Missf 


](Sent Direct) 
i A'A 


A.-* 


,| - ATOcmt . • - y>'‘ ' / ■ A. u A 

■ | ( 5 ) n " ■ " - 

J t Based on memo C. A. Evans to Mr. Belmont, 1-18-62, FJSrcrt and 

V addendum Administrative Division, RRBrcrt, 1-18-62. 
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January 18, 
PERSONAL 


1962 


Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Dear Mr. Gale: 

It is indeed a pleasure to commend you 
for your outstanding supervision in connection with 
the solution of the murder of John A. Kilpatrick, 
President of International United Industrial V* orkers 
of America. 


73 

m 
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m 
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MASLtD 5 

JAM 1 8 Mi 

COMM-FBI 


You demonstrated superior ingenuity, 
leadership and judgment and your services contributed 
a great deal to the success achieved. The prestige of 
the Bureau has been greatly enhanced by the solution of 
this murder and you should be very proud of your per- 
formance. I want you to know that I am most appre- 
ciative of your exceptional efforts. 

'Siheferely yours, 



1 - Miss 


Bent Direct) 




b6 



Tolson 

Belmont 

Mohr 

Callahan — 

Conrad 

DeLoach 

Evans 

Malone 

Rosen 

Sullivan 

Tavel 

Trotter 

Tele. Room 
Ingram 




, f -aFHird’ 

( 4 ) 


i 


Based on memo from C. A, Evans to Mr. Belmont 1-18-62 FJSrcrt 
addendum Administrative Division RRB:crt 1-18-62. 
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January 19, 1962 
X ER30NAL ATTENTION 


Tolson 

Belmont 

Mohr 

Callahan 

Conra3 

DeLoach — 

Evans 

Malone 

Rosen 

Sullivan — 

Tavei 

Trotter 

Tele. Room 
Ingram ^ — 
Gandy 


Mr. James E, Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Dear Mr. Gale: 


Bureau records disclose that Time Spent in 
Office (TIO) by Agents of the Chicago Office was 14. 6% 
in October, 16. 2% in November and 17. 7% in December, 
This steady upward trend is most undesirable. I will 
expect you to personally assume the responsibility 
for insuring that it is reversed and that substantial 
reduction in TIO in the Chicago Office is achieved. 


Very truly yours, 

IL Edggz Hejifdr 

O'- 

John Edgar Hoover 
Director 

AFDHrmmp . -w - .y 
(5) 

1 - Training and Inspection Division 
1 - Chicago Field Office File I Yjj 

NOTE: 



JAW 1 9 19S? 
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Letters being written to SACs of all offices where 
TIO for December exceeded 15%. 
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OPTIONAL fORM NO. 10 


UNITED STATES GOVERNMENT 

Memorandum 

TO ' T \lin> 


1-18-62 


C. A. Evans 


subject: 



Tolson 

{ /#,» Belmont .s'* 

S^.fobr 

//^Malone _ 

Rosen . - 

Sullivan — 

Tavel 

Trotter 

Tele. Room 

, , Ingram — 
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UNKNOWN SUBJECTS -.JOHN A. KILPATRICK - VICTIM 
ANTI-RACKETEERING^,, _ 

I \ ~ I > \-J ' 

/ ^ f / 


// 




A . . ' This memorandum is submitted to recommend incentive awards for - four 

IvChicago' agents and twolDetroit agents for their outstanding work in connection with 
I solving the Kilpatrick milder case; letters of commendation for five employees in 
I Chicago and Detroit and a general letter of commendation to the Chicago Office . 

BACKGROUND: 


John A. Kilpatrick, President, International United Industrial Workers of 
America was murdered in Chicago on 10-20-61. His body was found in his parked b6 
automobile in an alley near the union offices. We entered into this investigation on b?D 
instructions of the Attorney General, based on the premise that we were attempting to 
determine if there v/ere anv Federal violatio ns involved. Our investigation led to 

Iwho furnished our agent s oral and signed 

statements involving l I in the murder of 

Kilpatrick on the morning of 10-20-61. | |also advised our agents of hearsay evi- 


who placed | 

time of the murder anc 


>ra.ted a. substantial portion of | 
I together in Chicago nea 
we have located I 


| story by locating witnessei 

Scene Of the -murder at the 
which he told us 


.xl 


Our agents did an outstanding job in solving this murder" case . This' \£%? 
especially noteworthy since Chicago Police Department has failed to solve any gangland 
murder although there have been hundreds in Chicago in recent- past. 

This murder case received considerable press notice, especially since 
Kilpatrick was a prominent union, official who appeared to be the underdog in his battle 
with convicted labor leader Angelo Inciso for control^of the union. Our entrance into 
this investigation also received newspaper publicity. ‘ „ / 

' • r 

1 - Administrative Division . . . V fr** 

1 - Mr. Mohr .3^ _ , „ f ^ 

FJS:cri (8) If , * * 1 • See Addendum Administrative Division page 4a. 

Enclosures 


‘ P : 

J) * 

See Addendum Admim^^-ve Division page 4a. 


Memorandum to Mr. Belmont. 

Re: | | Et A1 

UNSUBS - John A. Kilpatrick - Victim 
Anti-Racketeering 


The, Attorney General, upon being advised of the solution of this murder case, 
stated that he felt this was a fine piece of work. After a determination by the Depart- 
ment that, in their opinion, there was no Federal violation involved, the evidence 
developed by our investigation was turned over to local authorities 1-17-62 and a press 
release was issued. The part played by the FBI in the solution of this case received 
considerable favorable publicity. 

RECOMMENDATIONS OF SAC CHICAGO: 


\f SAC, Chicago, recommended incentive awards of $500 each for SAs Rene J. 

,'Dumaine and Joseph GXShea. Case assigned to Dumaine who prepared all communica- 
tions including three com prehensive report s. Dumaine, assisted by Shea, handled the 
I numerous interviews wittf Ihnth traveling tn Detroit to accomplish this 

| since This was necessary as 

they were the only agents familiar with all aspects of the case. On initial interview 

^ and what little information he did furnish was inaccurate and 
contained numerous discrepancies . With bulldog tenacity these agents persisted in theii 

interviews with him and were eventually successful in obtaining , 

I I Also obtained information regarding , 

I uumame ana snea were also successful in obtaining statements irom _j ‘ 

1 indicating he would be willing to testify concerning this m urder. The fact that they were 

able to| |and signed statements from this| was particularly 

noteworthy since it pertains to serious charge of murder. fa 6 


SAC also recommended commendati on for SA s 

who worked for three days in Chicago | |nririer nymr.nii- 

circumsfances searching for and locating evidence consist ing ofT 

I C ommen dation for SA I 

original miormation concerning subject through sour ces 01 liuorm 

that he had previously developed. Commendation for Supervisor! 
James L .‘'Handley for the splendid manner in which they supervised an 


who developed 
IllUn and liaison 

l and ASAC 
directed this 


fast-moving and complicated investigation. Recommended general letter of commendation 

for Chicago for other agents who made noteworthy contributions to this investigation. 

be 

SAC, Chica go, after confessing wit h SAC, Detroit, recommended $500 inueudv 

award for Detroit agent who conducted extensive Poly graph exarnin a- 

tions of the two Detroit subjects and 'hne witness. He expertly d etected that . I 

was telling a fabricated story. Following ! ■ I his examination ofl 

verified that he was then telling the truth. Results of examinations of 

were extremely valuable in subsequent interviews of him by SAs Dumaine and Shea and 
contributed substantially to the success realized. Recommended Detroit agent |. 


2 








Me morandum to Mr . Belmo nt 
Re: | \ EtAl 

UNSUBS - John A. Kilpatrick - Victim 
Anti- Racketeering 


1 ~| for an incentive award, amount nnt snecifierl hut felt should be somewhat less 

than that for SAs Dumaine, Shea and] secured from a source at the 

Detroit Police Department the original information involving |and 

immediately recognized the value and potential of this information, lie maintained 
excellent liaison with the Detroit Police Department and through his efforts no leaks 
developed preventing any premature disclosures. He also did outstanding contac t and 
liaison work with respect to a District Judge who postponed sentencing of subject 
which enabled our agents to use this as a wedge in their i nterviews w ith | l and also 

permitted time for the necessary additional interviews o f 

Commendation for SAl Iwho assisted SA and 

performed outstanding liaison efforts in Detroit which was invaluable in preventing 
premature disclosure of our solution of this case . Letters of appreciation to individual 
police officers which will be submitted separately. 

OBSERVATIONS OF SPECIAL INVESTIGATIVE DIVISION: 


The Special Investigative Division concurs with the above recommendations 
with amounts of incentive awards to b e determined by the Administrative Division. With 
respect to SAs |for the distasteful job assigned to them locating 

| | it is suggested tnat they be considered for incentive awards rather thsr 

letters of commendation. 

■bo 

b7D 

It is recommended that SAC Gale be given a letter of commendation since 
this investigation was under his personal supervision and he should be commended for the 
ingenuity, good judgment and leadership which he displayed in bringing this case to a 
successful conclusion. 


RECOMMENDATIONS: 



agents Rene J. Dumaine, Joseph G. Shea, | 

with amounts to be fixed by the Administrative 


Division. 


(2) Incentive Awards for SAs[ 
to be set by the Administrative Division. 


nth amoun 
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(OVER) 






Me morandum to Mr. Belmon t 
Re: I I Et A1 

tlNStteS - John A. Kilpatrick - Victim 
Anti-Racketeering 


RECOMMENDATIONS: (Continued) 


(3) Individual letters of com: 
Ja mes L. Handley, Crimi nal Supervisor 
and I 



(4) A general letter of commendation to the Chicago Office for the personnel 
files of agents who made material contributions in this investigation. 


r 


ADDENDUM ADMINISTRATIVE DIVISION 


W 

fRRB:crt 


f- 


1-18-62 


Information furnished by SAC, Chicago and Special Investigative Division 
reflects that Chicago and Detroit personnel performed outstanding services and over- 
came great difficulties in the investigation and solution of this vicious murder case 
despite the fact that it had been under extensive inypafiorai-inn i-m tVw* nhi^aor. 'Pnii^a 






incentive awards. 

Supervisoi | 

who participated in this investigation. 


Job 


^nt without success- SAs Shea, Dumaine* | |and 

Jwere primarily responsible for this success and are certainly deserving of 
Commendation also is warranted for SAC Gale, ASAC Handley, 

md a general letter for other Chicago personnel 


BUREAU RECORDS OF AGENTS RECOMMENDED FOR INCENTIVE AWARDS: 


The services of these agents have been satisfactory during the past three 
years. They were rated Excellent on their last. performance ratings, are completely 
available, within desirable weight limits and their overtime averaged in excess of 
2*40" per day during the past six months. There follows additional comments regarding 
each during the past three years. 


SA Dumaine EOD 4-16-51, Grade GS 13, $10, 635. No censures, four commendations 
and received one incentive award. 

SA Shea EOD as SA 2-5-51, Grade GS 13, $10, 635 (effective 1-21-62). One censure, 
si x commend ations and received two incentive awards. 

[EOD 11-17-47, Grade GS 13, $11,415. No censures and two commendations. 

pOD 10-25-54, Grade GS 12, $9215. No censures, no commendations- and 

re ceived one incentive award. 

SA| bD 11-12-40, Grade GS 12, $12, 195. No censures, no commendation and 

incentive award. 

EOD as SA 4-18-55, Grade GS 11, $8340. One censure and two commenda- 


SA 

SA 


re 

SA 



tions 


Based on approved tables for determining the amount of an incentive award 
the performances of these agents are considered to be of moderate value and broad 
application to the work of the Bureau entitling them to awards of from $150 to $300. 




ADDENDUM: (Continued) 


RECOMMENDATIONS: 


(1) That Chicago SAs Rene J. Dumaine and Joseph G. Shea each be approved 
for an incentive award in the amount of $300 . (Amount recommended is in line with 
previous awards granted for similar performances.) 

€• i. '*■'/ 


(2) That Detroit SAs sach be 

approved for an incentive award in the amount of $200 . (Amount recommended is in line 
with previous awards granted for similar performances.) 


(3) That Chicago SAs | leach be 

approved for an incentive award in the amount of $150. (Amount recommended is in 
line with previous awards granted for similar performances . ) N 



HI 


(4) That individual letters of c 
\ .Tames T,. Handily., Superwso] 



'jA 

. 1 

I (5) That a general letter of commendation be directed to SAC, Chicago, for 

| inclusion in the personnel files of other agents who participated. 

i - i?/ / 


If you approve, appropriate letters are attached. 


Wi 



\ 

J f * 

l 
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PERMANENT BRIEFS OF FILES OF AGENTS RECOMMENDED FOR INCENTIVE 
AWARDS ARE TT CHED„ - 4b - 
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January 23, 1962 


Mr. James ii. Gale 
federal Eureau ol Investigation 
Chicago, Illinois 


Sear Mr. Gale: 

ft is a pleasure to commend, through you, the 
agents in the Chicago Division who performed in such an 
exemplary fashion in the investigation of the Interstate 
Transportation of Molon Motor Vehicle case involving 
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Tolson _ 
Belmont . 
Mohr 


These men carried out their responsibilities 
in this matter in a noteworthy fashion, displaying the 
highest degree of ability, discretion and thoroughness. 1 
am aware of the difficult and dangerous conditions under 
which they were working and was certainly Impressed 
with their services, which resulted In the apprehension 
of Harris and the recovery of a stolen automobile. I 
want to convey to each man who took part in this operation 
my appreciation for a job well done. 


sincerely yours, 

): 'Hoover 
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- SAC, Chicago (Personal Attention ^ t , . 

Based on information submitted by you the Bureau has 
concluded that individual letters of commendation as you 
recommended are not warranted. Place a copy of this letter in 
the files of all participating persbiihel ^dth the. exception of SA 
Ford, who was individually commended.* *' Hi • 
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Mr, James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 
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Mohr 
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Dear Mr. Gale: 

I am taking this opportunity to express 
my appreciation for the splendid manner in which 
you participated in the conferences on criminal 
intelligence matters during the past two days. 

You represented the Bureau in a most 
effective fashion and your performance reflected 
your keen awareness of certain situations and your 
desire to protect the Bureau’s interests. I was very 
impressed with your seryices . and it is indeed a 
pleasure to commend you. 
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Sincerely yours, 
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March 23, 13$ 


Tolson 

Belmont 

Mohr 

Callahan 

Conrad 

DeLoach 

Evans 

Malone 

Rosen 

Sullivan 

Tavel 

Trotter 

Tele. Room . 
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Mr. James H* Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Dear Mr. Gale: 
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I am especially pleased to commend, 
through you, the agents of the Chicago Office who par- 
ticipated In such a capable manner in the investigation 
of the Theft from Interstate Shipment case involving 
I land others. 


The success achieved in the recovery of 
the merchandise and the arrest of six individuals can 
be attributed to the unusually skillful, discreet and 
resourceful fashion in which these men carried out 
their assignments. They displayed a sincere devotion 
to duty in handling this case and their services 
reflected much credit on them and the FBI. I want 
you lb express my appreciation to all for a job well 

' mailed 3i f f .if; i 

TOS51SS2 f Sincerely yours, ^ 

-S2S2T „ C'tiQ 


j a.jagarHoow* y 

Ivi'r 

1 - SAC, Chicago (Personal Attention) 

Based on information s>ubmitted, Bureau has concluded that 
individual letters of commendation are not Warranted in this instance. 
Place a cans-of-this letter in files ot participating personnel. 

1 - “fiiss KSent Direct) 

• Aim : — 1 l be ■■■ / - - , - 
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' Place copies in files of: 
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March 8, 1962 
PERSONAL ATTENTION 


Mr. James H. Gale 
Federal Bureau of Investigation 
Chicago, Illinois 

Dear Mr, Gale: 

The results of the recent inspection of the Chicago 
Office have been reviewed and the various operations of your office 
are rated as follows: Physical Condition and Maintenance, 
Investigative Operations and Contacts - Very Good; Administrative 
Operations and Personnel Matters - Good, 

The space occupied by the Chicago Office was found 
to be well organized, adequate, and satisfactorily maintained. You 
must continue to stress good housekeeping procedures, Li addition, 
you should assure that employees are aware of the necessity for 
absolute security in the operation of Bureau technical equipment. 

You must endeavor through training and close 
supervision to eliminate substantive and form errors. 


The decline in fines, savings and recoveries is a 
matter of concern to me, I must insist that you put forth every 
effort during the remainder of the fiscal year in order that your 
performance in this regard will show substantial improvement. 


K" Mr. Callahan (Attention: Mr. C. R. Davidson) (with enclosure) 
1 V Personnel file of Mr. James H, Gale 


JTH:ejw 
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Vit* or/ 


/A2 • * 1902 

mailed' 


NOTE: Based on memo J F. Malone to Mr. Mohr, 3/7/62 
re: "Chicago Division Inspection, inspector James T 
ifavjerty, February 12-28, 1962." JTHrmgj. 
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Mr. James a. Gale 


The large number of unsolved bank robbery violations 
currently pending is of grave concern to me. You should afford these 
cases your personal attention to insure their early solutions. Substantial 
progress appears to have been made in connection with the Criminal 
Intelligence Program; however, this most vital phase of the bureau’s 
work must continue to receive aggressive and imaginative attention. 

Although your Criminal and Security Informant Programs 
were rated very good, you must insist on full participation by each 
individual Agent for continued progress in these most important 
programs. 


Agents* time in office has been substantially reduced 
since the last inspection. You should continue this desirable trend 
and effect a further reduction. 

X noted that you have requested nine additional Agents 
primarily because of the Criminal Intelligence Program in your 
office. Your request for these Agents and an additional supervisor 
will be carefully considered by the Bureau, hi this regard, however, 
you should carefully follow the matter of utilizing clerical employees 
where possible in lieu of Agents, hi addition, Agents should have 
only those assignments directly connected with investigative matters. 
Administrative duties should be confined to the Supervisory Staff of 
your office. 


X am concerned that a Special Agent assigned to your 
office failed the Inspector’s examination. You should afford this man 
special training to insure that he is fully aware of the provisions of 
the FBI Handbook. 

You and the Assistant Special Agent in Charge should 
carefully study the inspection findings and inform the Bureau of the 
corrective action you have taken within thirty days of the receipt of 
this letter. 


Sincerely yours, 


John Edgar Hoover 
Director 


• 2 * 








Mr. Mohr 


3 / 7/62 


J. F. Malone 


CHICAGO DIVISION INSPECTION 
INSPECTOR JAMES T. HAVERTY 
FEBRUARY 12 - 28, 1862 


) SYNOPSIS 

Officials: James H.'ttele, SAC since 11/20/60} James L. Handley, ASAC since 10/8/59. 

Last inspection (recheck) 10/31 - 11/10/60. 

Physical Condition and Maintenance - Very Good. Office conveniently located, well organized 
adequate and satisfactorily maintained. No safety defects in cars inspected. Car repair and 
operating costs above field average due to high repair and maintenance costs * economy 
stressed. Resident Agencies -satisfactory. Poor ventilation in vault necessitated operation of 
cryptograph equipment with less than maximum security - corrected. 

Investigative Operations * Very Good. Statistical accomplishments up in convictions, fugitfceq 
automobiles recovered and down in fines, savings and recoveries. Delinquency 3. 1% low. 

Six substantive errors detected in 2, 047 files - low. Of 37 bank robbery violations received 
since last inspection, 15 or 40. 5% solved. Three other bank robbery cases have subjects 
which have been identified and are in fugitive status. One applicant deadline missed - low. 

No fugitive investigation deadlines missed. Criminal Intelligence Program considered to be 
making substantial progress with 4 excellent microphone installations working and solution 
by Chicago Agents of recent gangland slaying of union official John A. Kilpatrick. More 
emphasis ordered on development of top level informants. Security Informants rated very 
good - producing valuable information. Security Informants up 2 and Potential Security In- 
formants up 6. Communist Party (CP) estimated membership in 41 clubs totals 442 which 
includes 45 CP informants. 374 members positively identified and 24 tentatively identified 
Stress placed to insure early positive identification of each CP member and increased 
coverage of front groups. 


Ad ministrative Operations - Good . SAC’S request for new supervisor not justified (handled 
separately). Time in office substantially reduced since last inspection} further reduction 
Ordered. Cases closed per Agent up since last inspection (I960, 6. 5} 1962, 8. 1). Chief 
Clerk's Office satisfactory: stenographic production substantially higher than office of 



To i son . 


Relent . 
Mohr . 
Callahan . 
'’anrad ^ 
DeLoach . 
Evans - 
Malcr.e 
Bosen 

Pavel 

Tele. Hoc 
rLI: _ 

Tandy , 


tribute administrative duties now performed by Agent among supervisory 
personnel. 


Enclosure 

% - Mr. Callahan (Attention: 

JTH:mgj 

(*) 

•■AIL □ T r LhTYPE * MT CIU 


Mr. C. R. Davidson) (sent separately) 




Memo for Mr. Malone 

Re; Chicago Division Inspection 


Personnel Matters - Good. Nine additional Agents requested by SAC for Criminal Intelli- 
gence Program which is of critical nature in Chicago area. Case load up 748 and Agent 
complement down 15 since last inspection. Inspector feels request has some merit, 
however, notes over-all field case load has likewise increased per agent. Therefore 
recommends disapproval and any additional personnel be reconsidered at later date con- 
sistent with availability and over-all needs of Bureau (handled separately). VOT equitably 
shared. Morale high. One overweight Agent on limited duty due to heart condition - not 
receiving fringe benefits - on transfer out. Three agents on temporary limited duty due to 
recent illnesses - &AC instructed to follow closely. One agent censured, placed on proba- 
tion, suspended 30 days and transferred due to embarrassing situation with local traffic 
officer (handled separately). One agent failed examination (handled separately). 

Contacts - Very Good. One of 11 Contacts developed by present SAC; all personally known 
to him. speeches made before quality groups, increase since previous year. Police 
training program effective. Office justifiably has no contact with O. W. Wilson, Superin- 
tendent, Chicago Police Department, due to his antagonism toward Bureau; and is circum- 
spect in dealing with new head of Joliet, Illinois, Police Department due to his consorting 
with hoodlum element. 

RECOMMENDATIONS; 1. SAC James H. Gale, GS-17 & $18, 790, veteran, not on proba- 
tion. Assigned SAC 11/20/60 at Chicago. Fifth office as SAC. He presents an excellent 
appearance, possesses pleasing personality, is conscientious, knowledgeable in Bureau 
procedures, an effective administrator and handles personnel firmly. Recommend he be 
retained in his present position and if approved/ recommend attached letter of Inspector’ s 
findings be sent. 


2. AbAC James L. Handley, Gs-15 ^ $14, 005, nonveteran, not on probation 
He presents a mature appearance, possesses a pleasing personality, is intelligent, consci- 
entious, good in contact work, and capable administrator. He is firm and fair with 
personnel, who hold him in respect. Inspector considers ASAC Handley capable of 
assuming position of b‘AC. 


3. Evaluations and recommendations of other personnel handled 

separately. 
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DETAILS 

PHYSICAL CONDITION AND MAINTENANCE VERY GOOD 

Office conveniently located, well organized, space adequate, secure and 
satisfactorily maintained. Housekeeping delinquencies ordered corrected. Anticipated 
Chicago Office will move to new Federal Courts Building in 1965. Employee found 
operating cryptograph equipment with vault door open but outer door locked. This 
condition due to excessive heat in code vault. Ventilation in vault corrected and office 
instructed to give cryptograph equipment maximum security. Thirty -nine of 142 cars 
inspected - no delinquencies affecting safety. Cost per mile to operate Bureau cars . 103 
(field average . 065). Repair costs per mile . 022 (field average . 014). Costs high due to 
high repair and maintenance costs. Economy stressed. Resident Agencies satisfactory. 

INVESTIGATIVE OPERATIONS , . VERY GOOD 

Statistical accomplishments up in convictions, fugitives, automobiles 
recovered and down in fines, savings and recoveries. Delinquency 3. 1% - low. Six 
substantive errors detected in 2, 047 files - low. Thirty-seven bank robbery violations 
received since last inspection. Fifteen or 40. 5% solved. Subjects in three other bank 
robbery cases have been identified and are in fugitive status. One applicant deadline 
missed. 

Substantial progress being made in criminal intelligence program with 4 
excellent misurs working currently. Outstanding accomplishments of office in recent 
solution of gangland slaying of union official John A. Kilpatrick. Of seven hoodlums 
receiving intensified investigation evidence of possible tax an d other violat ions developed 
in six cases. Additional emphasis ordered on development of| | informants as 

only one developed by office to date. b 7 D 

CP membership in 41 clubs totals 442 which includes 45 CP Informants. 
Anonymous and technical sources cover "The Worker . " and tec hnical coverage of Chicago 
School of Social Science. Two inf ormants considered ! which seven others were 

| which was recently discontinued. 

bWP covered by 4 Sis an increase of one, NOI covered by 7 symbol 
informants and 1 Pol and 2 tesurs. All other organizations properly covered by informants 
Stress placed to insure early positive identification of each CP member and increased 
coverage of front groups. 



Memo to Mr. Mohr 
Re: Chicago Division Inspection, etc. 
2/12-28/62 
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ADMINISTRATIVE OPERATIONS GOOD 

Chicago* s request for additional criminal supervisor not justified (handled 
separately). On-the-scene supervision afforded where warranted. Time in office sub- 
stantially reduced since last inspection (1960 - 34. 3%; 1962 - 16. 97%) further reduction 
ordered. Average number of cases closed per agent for 3-month period prior to inspection 
8. 1 up from 6. 5 during last inspection. Work load being equitably shared by all agent 
personnel. Chief Clerk’s Gffice operating properly; however, several suggestions made 
in the handling of pending files and the'card index to improve efficiency. Stenographic 
production 4. 10 pages per hour which is substantially above comparable offices. 

Employees not certifying for Sick Leave promptly - SAC instructed to cease practice. 

Office not following regulations for changing combinations to vault housing code equipment 
(AFSAM-7); corrective measures taken. Short delay in accounting for money from 
Imprest Fund on one occasion noted; system of closer supervision instituted. Travel and 
per diem costs low; communications costs high - economy stressed. SAC instructed to 
distribute administrative duties now performed by Agent among supervisory personnel. 

PERSONNEL MATTERS GOOD 

SAC requests 9 additional agents for Criminal Intelligence Program and 
related matters. Inspector feels request has some merit, however, notes over-all field 
case load has likewise increased per agent. Therefore recommends disapproval and any 
additional personnel be reconsidered at later date consistent with availability and over-all 
needs of Bureau (handled separately). Voluntary overtime equitably shared. Morale high. 
One overweight agent on limited duty due to heart condition - not receiving fringe benefits - 
on transfer out. Three agents on temporary limited rhihr dne to recant i llnesses - bAC 

instructed to follow closely. During inspection Agen( | involved in bo 

personnel incident by refusing to accompany police officer to police station regarding a 
traffic violation. Agent censured, placed on probation, suspended 30 days and transferred. 
One agent failed examination on Handbook (both handled separately). 

CONTACTS.. VERY GOOD 

One of 11 SAC Contacts developed by present SAC; all personally known to 
him. 152 speeches made before qualify groups - increase of 2 since previous year. 

Police Training Program effective. Chicago Office justifiably has no contact with O. W. 
Wilson, Superintendent, Chicago Police Department, due to his antagonism toward 
Bureau and is circumspect in dealing with new head of Joliet, Illinois, Police Department 
due to his consorting with hoodlum element. 


+ 

* * * 

Memo to Mr. Mohr 
Re: Chicago Division Inspection, etc. 
2/12/28/62 
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Memorandum 


UNITED STATES GOVERNMENT 




Toison 

Belmont _ 

&hr 

Callahan . 

P on ^ - 

DeMyfch 5 

y/' ' ^ ■>.- 


Mr. Belmont 


C. A. Evans 


date: January 15, 1962 


^■S >,fjosen i i. 

1 "^unwsr 


/ v 


Tavel 

Trotter 

Tele. Room . 

Ingram 

Gandy 


subject: 


^mcTGQ jy^aoN GEHCB ~ 

J . H. <J 






tVip pnnfp-p pnr'p in the Attorney General 1 s Office with SACyGale and h . 
Supervisor I from the Chicago Division began Monday afterrtqon as 

scheduled. This inference was called by t hm Attnrnpv Gpp eral as a result of 

| complaints made by Departmental Attorney | |at the Organized Cffiffle 

}and Racketeering Conference last week in the Attorney General’s Office. 

• J complaint at that time was that he hadn’t been able to get personnel and mat ne 
! hadn’t been able to get his program going in Chicago. 

£ U. S. Attorney O’Brien from Chicag^^ Assistant Attorney General 


U. S. Attorney O’Brien from Chicago, Assistant Attorney General 

of the Organized Crime and .Racketeering* Section-*, 

| were also in attendance. <t j — 3 I 

A t * , j-*- ' " *" /{ — ~ — """ " ^ 1 

The Attorney General opened the meeting by stating that in tlie past 
year there had been little progress made in the Department's efforts in relation 
to organized crime in the Chicago area. He said that he recognized this was in 
part delayed by getting matters organized in the U. S. Attorney’s Office but 
that he expected plans to be laid so that results would be secured predicated on 
the voluminous data that had been developed investigative wise. He called first 
on U. S. Attorney O’Brien who began by contending he had not assigned sufficient 
man power in his office to handle the situation in Chicago. O’Brien then began. 
c omp laining h e had not bee n, k ept prop erl y informed about certain major cas es^ 

He cited tlilTtilT^ ancfthe investigatio n involving the- C hicago,, 

jnfer^^^ Office, particularlyThe i nvestigation of Agent 

diaCSertucer^ " " • 1 ’ 

- SJ^a-^-49 62 

The Attorney General, stopped the conference at this point. He asked 


( Assistant Attorney General md me to accompany him over in the corner* 

whe re he he ld a whispered conversation with the two of us. The Attorney Gener; 
told l l and me that he hadn’t called this conference to hear exouses; that he 

| die" -’t want to sit and listen to this type of complaint. The Attorney General saw 

- • :• ■ ssBS-cus* M 


1 - Mr. Mohr 
1 - Mr. DeLoac] 
1 - Mr. Eosefr^ 
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Memorandum to Mr. Belmont 
Re: CRIMINAL INTELLIGENCE MATTER 
CHICAGO DIVISION 

I he dichPt know whether 0*Brien was talking about the Criminal Division or the 
RBI but that he was going to adjourn the conference immediately and reschedule 
I it for Tuesday. He said in the meantime the Criminal Division and the U. S. 
[Attorney should get together and work out a plan of action which could be presented 
! to him on Tuesday. He said that, of course, Bureau representatives should be 
included in this discussion and their views sought. 


Jo 6 


Thereafter the group adjourned to Assistant Attorney General] 





Office. There was a protracted discussion of the situation in Chicago, particularly 
as it related to the ac tivities of major criminals and racketeers. .Both JPL^. 
Attorney.OlBrieii and [,13i e .PepMta^tel 

hadnjt ev en read rc&ry oTIhe more than 5, OOP pliges of investigate^ 

to' thnr^byJ;he^EBX> It was~ indicated that the U . S . Attorneys Ctffice would h ayejg.[| 
hav^moreattorneys and clericaTaSsistants to get this progr am g oing. In essence 
1 the" onlypro^ Departmental representatives have is that the program 

already initiated by the RBI will be carried on. This involves not only investigation 
of the major racketeers but also investigation : of violation within our jurisdiction 
isuch as anti-racketeering cases and violation of the new gambling statutes. The 
attorneys, once their services are obtained, will be assigned to study these investi- 
gative reports and offer legal advise as to possible violations together with the 
responsibility for prosecutive action where this is indicated. The Internal Revenue 
Service is to be called in for investigation of tax violation and the Narcotics Bureau 
is likewise to handle matters within its jurisdiction. 


Assistant Attorney General 


indicated there would be a further 


|| conference Tuesday morning with representatives from IRS Headquarters and 
|| thereafter the original conference is to reconvene in the Attorney GeneraPs Office. 

ACTION TO BE TAKEN: 


SAC Gale and Chicago Rield Supervisor) I are remainin S over 

in Washington so they will be available for the Attorney General's conference on be 
{Tuesday. This is in line with the Attorney GeneraPs request. From the facts as 
related it is obvious the difficulty that exists in Chicago is predicated on the failure 
of the Criminal Division and the U. S. Attorney to assign sufficient man PQW to 


tried 


| handle those matters relating to the top criminal element. Attorney! 

to blame the U. S. Attorney and he tried to blame the Criminal Division for the lack 
of any action in Chicago. Both had to admit to the tremendous amount of work done 
?rby the Bureau and the fact that there wasn*t anyone in the U. S. Attorney* s Office to 
• *br.adls the results. We will insure that this information is passed on to the Attorney 






V ough he apparently already knows it. 
brought to your attention promptly. 
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Further developments in this 
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TO 
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Mr. B 



date: 1/ 16/ 62 


Malone 
V^Rosen — i^L_ 

' Sullivan 

Tavel 

Trotter 

Tele. Room 

Ingram . 


C. A. Evans 


subject: 


\CRIMINAL. INTELLIGENCE MATTER 
^HICAGO^DfrlSION 


I 


/,’c ^ f-j ^ f 1 > ' y ‘* ' ■ ' ' — * /y i 

" JC Juale, Field Supervisor 



both^from* 


This morning, SAC 

I Chicago, United States At ton^ylUSA) O’Brien of Chicago, departmental 
1 Attorney I [md I met with Assistant Attorney General i 


] 


I Representatives from the Internal Revenue Service (IRS) headquarters were 
| also in attendance. The discussion concerned principally the work which IRS 
» is to do in connection vi th organized crime in Chicago. 


b6 


Basically, Departmental Attorneyl . p>nd USA O’Brien 

had no specific thoughts as to additional avenues which should be handled by 
IRS and they ultimately admitted to an IRS inquiry as to what they expected IRS 
to do that wasn't being done now by in essence saying it was more of the same 

I ' fl | _ _ , * i, Jl • j A.T -L 

thing 


the Departmental Attorney, did say that he thought 


ui.jLuj.50 .1 1 *'**'*' — ~ * ' v ■vi u 

perhaps IRS could do some additional work in. the activities of loan sharks who 
[make available funds for gambling purposes at high rates of interest. . 

The IRS representatives did emphasize their belief that more 
vigorous prosecutive action was going to have to be taken by the USA s office 
in Chicago; that some of the smaller cases had to be prosecuted if a proper 
attitude toward enforcement of the tax laws was to be brought about and such 
prosecutions would on occasion result in pressures bringing about the disclosure 
of information which might involve higher-ups in the, gambling under worlm_-- 
tax violations. | ' • i~ 3 - 

. rc " ■ ' — - ■ i - ' = ” ' -j>7 

USA O’Brien, who has been anything but a vigorous prosecutor siiice ; 
he took office, tried to explain lack of prosecution away by_ indicating. this, was . 
forced upon him by the attitude of Federal judges. It was pomted out that 
some additional work will have to be done with the judges to be sure they 
appreciate the full extent of criminal activity in Chicago and O Brien reluctantly 
agreed that he would confer with the judges in this, regard when he had^hg^ 
opportunity. 


1 - Mr. 
1 - Mr. 
1 - Mr. 


Mohr * 
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Memorandum to Mr. Belmont 
RE: CRIMINAL INTELLIGENCE MATTER 
CHICAGO DIVISION 


At 1 o’clock the group, including the IRS representatives, met 
with the Attorney General briefly. The Attorney General had just returned 
from testifying on the Hill and had a full appointment schedule for the 
afternoon. 


Assistant Attorney rteneral f l informed the Attorney General that 
' a course of action had been agreed up on 5 that the reason this program hadn t 
gotten off the groun .4 in Chicago could be attributed primarily to the fact that 
, the USA’s office had not had legal man power to handle it. He said that the 
1 1 USA had agreed to assign one of his top assistants to the program and another 
I lawyer was to be hired and in addition, this would be supplemented by the 
j assignment of people from Washington. 


In response to a specific question from the Attorney General, USA 

(-O’Brien said he was in agreement with the proposals as outlined by|_ 

but he was most unconvincing in saying he agreed with I Ithat some 


positive results could be secured in the next six months. 


We told the Attorney General we would continue our intensive 
investigative efforts in order to keep both the Department and the USA 
fully advised. 


ACTION TO BE TAKEN: 


It seemsobvious that USA O’Brien and Departmental Attorney 
|were giving only lip service when th^expressed agreement 
s with the proposal that more had to be done in connection with organized 
I crime in the Chicago area. We will have to constantly.be.a 

SAC Gale has had thelWeht of these conferences for the past 


i 1 two days. He is fully aware of the propensities of O Brien and| 

l and will continue his aggressive defense of the Bureau mterest^^irS 
I we are not maneuvered into a position m Chicago which either O Brien or 

I| bould exploit. Gatej^l w of j;ou^ ^ q 

| contactjith the USA and hisj^jsistan^^ 


inySFing i mportant cases. *w*$Jn*' 

A ' - ■ • 
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Memorandum to Mr. Belmont 
RE: CRIMINAL INTELLIGENCE MATTER 
CHICAGO DIVISION 


I thought that Field Supervisor from Chicago handled 

himself particularly well in these conferences. Me is obviously most knowledge - 
'able in the field of organized crime in Chicago as evidenced by his clear, 
concise presentment of factual situations when questions in this regard were 
raised. He is an experienced field supervisor who has had a wide acquaintance - 
i ship among federal and local officials in Chicago. He is thus in a good position 
1 to maintain day to day contact with both IRS and with the USA’s of fice insof ar 
J as matters relating to organized crime are concerned. Now that | f -S 

moving to Chicago and will spend full time there, this type of day to day 
contact wil l enable us to get immediately any further complaints which either 
O’Brien or I aaay have and should stop them from making any further 

general charge at tne next conference on organized crime which the Attorney 
General proposes to have in May or June. 

We wiU be affording botl l k nd O’Brien an opportunity to 

B is on a daily basis any matters which concern them in this field. If 
Director approves, we wiU proceed along these lines. In addition, at 
. times as I may be able to get to Chicago, I will personally make it a 
t to see USA O’Brien so that he can put on the record anything he wants 
ty. If he has anything to say, such contacts should stop him from further 

plaints. . 
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Chicago, Illi nois 
April 30, 1962 


Mr. Tolson a 

/ I 

3fa%CallahanJL ■ 

Mr. Conrad 

Mr. DeLoach 

Mr. Evans - 

Mr. Malone, 

Mr. Bosen 

Mr. Sullivan 

Mr. Tavel 

Mr. Trotter 

Tele. . Pnnm 

Miss 

Miss l u&ftay.„L Z 


Mr. J. Edgar Hoover 
Director 

Federal Bureau of Investigation 
9th and Pennsylvania Avenue, NW 
Washington 25, D. C. 

Dear Mr. Hoover: 


I want to take this opportunity to^>&s6-s 
express my sincere appreciation for the out- 
standing performance rating and incentive award 
which you approved for me. 

Mr. Hoover, the thing that makes me 
happiest about this award is the fact that you 
have been pleased with my performance and the 
performance of the Chicago Division during the 
past year, and I most certainly will exert every 
effort to merit your continued confidence in 
the future. 


I am, 


Again expressing my heartfelt gratitude, 

^ 


Sincerely, 


I JAMES H.' GALE 




-.L /- / 


* . t- * 




April 5, 1962 


WBEX-TV 

Auburn and Winnebago Hoads 
Kockford, Illinois 


Dear Mr. 


Your very kind letter of April 2, 1962, 
in which you speak so favorably of your contacts with 
Special Agent in Charge James H. Gale of our Chicago 
Office has been received. It is always most encouraging 
to me when I read comments such as yours concerning 
the performance of one of my associates. 1 am sure 
it was a privilege for Mr. Gale to have worked with 
you on your television project, and I hope you will not 
hesitate to let us know if we can be of any further 
assistance to you. 


Sincerely yours, 


1 - Chicago 


(Ik Personnel File James h! Gale 

EOD 11-29-39 as Temporary Clerk, 1-29-40 as Permanent Clerk, 
6-21-43 as Special Agent. 


/•H ' Ifc 


AUBURN AND WINNEBAGO ROADS 





PHONE 8-1313 
CHANNEL 13 


ROCKFORD, jrtLiNoJs 




L. E. CASTER, PraA/jnt 
J. M. BAISCH, General AU 

April 2 , 1 96# 




[] Mr. J. Edgar Hoover, Director ’ "" 

|j Federal Bureau of Investigation I • 

j Washington, D. C. 

I ' « 

B Dear Sir: 

!: 1 _ 

I- I would like to take this opportunity to highly 

ji commend an obviously most capable, highly trained 
l; and devoted-to-duty individual, in the form of one of 
j your F.B.I. agents. 

{■ It was my honor and pleasure to spend three hours 

4 : Jon March 21 , 1962, with agent James H._ Gale of your 

; JChicago office - a most remarkable man. His explan- 
ations regarding the operations and scope of your 
department via three time-consuming film shootings, ■ . 
was in my estimation, one of the best produced pub- ' 

;■ lie feature programs wa at WREX-TV have had the plea-r 
sure to air, thanks to Mr. Gale's knowledge of the 
Ji . subject. His ability to relate same was utterly fan- 
♦ tastic. I can see why he heads your Chicago office. 

j; Mr. Gale was subjected to a film interview (in 

{■ three parts) for our women's morning show, Tips 'H 
■■ Topics, which I direct live each weekday morning. 

[. Filming such interviews is pretty much routine with 
those of us in the Production Department, or at least 
i; always was until we met Mr. Gale. To say that he is 

an expert in the field, has a magnificient personality, 
j- is conscious every second to everything that goes on 
f around him, most cooperative, and a genuinely interest- 
ing speaker - would certainly be putting it much milder, 
than he deserves. I found him to be a mo.st positive 
v thinking individual. 

If Mr. Gale is indicative of the make up of your 
department Mr. Hoover, I can certainly understand why 
j you've headed the- greatest law enforcement system in 
; the world for so many years. Thank God we’ve got you! 

^ • ilf I may be of service to you or the F.B.I. in 
v ' iv>? • this?area at any time, please do not hesitate to con- 
. .it,'' 'tact' me. . r 

-*• » ■- r.T‘- •-*— •. 


imLd 


Sewing ik'lhdmtfisl end Agt'n 



Agtieulfntel Heert of Ametice with the Finest in JV Entefteinmnt (( 




In Reply, Please Refer to 

mm. 


WASHINGTON 25, D. C. 

MAR 2 2® 


Director 

Federal Bureau of Investigation 
United States Department of Justice 
Washington, D, C. 

Dear Sir: 

For inclusion in the fund to be paid to the designated beneficiary of any Special Agent of the FBI who has 
previously contributed to this fund and who dies from any cause except self-destruction while employed as a Special Agent, 
I am forwarding herewith (by CHECK - MONEY ORDER) the sum of $10, payable to the Assistant Director, Administrative 
Division, FBI, to be included in said fund. Payment will be made for death by self-destruction after the Agent has been a 
member of the fund for a continuous period of two years. It Is understood and agreed that the sum tendered herewith is a 
voluntary, gratuitous contribution to said fund which I understand is to be administered in the following manner. 


RE; SA JAMES H, GALS 

(Type or print plainly) 


The Director of the FBI will appoint a committee which shall consider all matters pertaining to the acquisition, 
safe keeping and expending of said fund, which committee will recommend appropriate action to the Director in pertinent 
matters. The Assistant Director of the Administrative Division of the FBI shall receive all contributions and account for 
same to the Director. Upon the death of any Special Agent who is a member of said fund the appointed committee will consider 
the case and submit a recommendation to the Director as to its conclusions. Appropriate instructions will then be issued to 
the Assistant Director of the Administrative Division, directing him to pay to the designated beneficiary the sum of $10,000. 
The liability of the fund shall not under any circumstances exceed the amount of monies in the fund at the time any liability 
shall occur. The following person is designated as my beneficiary for FBI Agents' Insurance Fund: 


Name 


Mrs. 


I Relationship 


Date 


3/15/62 


Address 


701 East Shabonee Trail, Mt. Prospect, Illinois 


u 


The following person is designated as my beneficiary under the Chas. S. Ro'ss Fund providing $1500 death benefit to 
beneficiary of agents killed in the line of duty, other than travel accidents. 





Relationship 

Date 




WIFE 

315./62 


701 East Shabonee Trail, Mt. Prospect, Illinois 


Address 








May 17, 1962 
PERSONAL ATTENTION 


Mr. James Hi Gals 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Llr. Gale: 


Bureau records disclose that Time Spent in 
Office by Agents (TIO) of the Chicago Office for the month 
of April was 22.9 per cent. This is an increase over the 
figure of 16.3 per cent for March. You and your supervisory 
staff should follow this matter closely to insure that all TIO 
in the Chicago Office is necessary in the course of official 
business. . — — 

Very truly yours, . ~ £ 

j 

J. Edgar Hoover 

00 i- 

o 

John ildgar Hoover /*-./ $ u 
Director * C 



LID:tmd 

( 5 ) 

1 - Training and Inspection Division 
1 - Field Office File of Chicago, Illinois 




NOTE: Letters being written to SACs of offices where HO 
for April was over 20; per cent* 


MAIL ROOM I , I te: 


LIMIT I I 


Mr. Tolson April 6, 1962 

Mr. Mohr 



JOSEPH J. CA3P2R 

Inspector in Charge of Inspections 

HARVEY G. FOSTER 

EDMOND D. MASON 

JAMES H. GALE 

Special Agents in Charge 

OUTSTANDING ANNUAL PERFORMANCE RATINGS 

There are attached for approval annual ratings for Messrs. Casper, roster, 
Mason and Gale, covering the period from April 1, 1961, through March 31, 1962, 
rating their services as Outstanding. I have signed these ratings as the Rating Official. 

In the event you approve these ratings, I respectfully request that you sign 
both the original and copy oi each of them as the Reviewing Official and the Director 
sign both the original and copy of them as the Approving Official. Thereafter they must 
be submitted to the Deputy Attorney General in the Department for approval by the 
Efficiency Awards Committee, Upon approval oi these ratings by the Committee, they 
will be returned to the Bureau and Messrs. Casper, Foster, Mason and Gale will be 
furnished copies of their ratings. They will also be entitled to cash incentive awards 
under the provisions of the Incentive Awards Plan. In this regard we have in the past 
given awartfeof $599 to Assistant Directors and above, $499 for officials below the level 
of Assistant Director who are in Grade GS 16 or above, $300 for those in Grades G3 13 
through G3 15 and $209 for those in Grade GS 12 or below. Air. Foster is in Grade 
GS 18 and Messrs. Casper, Mason and Gale are in Grade G3 17. 

Should you agree with the foregoing, these ratings will be forwarded to the 
Department for approval at such time as the Outstanding ratings on the other Special 
Agents in Charge have been prepared and approved in the Bureau. V. hen these ratings 
have been approved by the Department, necessary checks will be drawn and letters 
prepared for the Director’s signature. 

RECOMMENDATION: 

It is recommended that you, as Reviewing Official, and the Director, as 
Approving Official, sign the original and copy of the attached Outstanding performance 
ratings for Messrs. Casper, Foster, Mason and Gale and that upon approval of these 
ratings each be approved for an incentive award of $400. 

Enclosures - , i > 1 ■ ' ■ ' i i ; i 

RCiBicrt (5) J 

1 - Personnel File of Mr. Harvey G. Foster 
JU- Personnel File of Mr. Edmund D, Mason 
^14 Personnel File of Mr. James H. Gale 


VilUJjW 





Mr. Byron R. White 
Deputy Attorney General 

Director, FBI 


April 12, 1962 



OUTSTANDING PERFORMANCE RATINGS 
Federal Bureau of Investigation 


There are enclosed the annual performance ratings on 
the below-listed employees, covering the period from April 1, 1961, 
through March 31, 1962, wherein they have been given the adjective 
rating of Outstanding. 


Alan H. Belmont 
Bernard C . Brown 
Joseph J. Casper 
Ivan W. Conrad 
Cartha D. De Loach 
Courtney A. Evans 


Wo Mark Felt 
Harvflv G. Foste r 

J James HL Gale 

ffHiwaWI ff! TTa-rova** 


Leo L. Laughlin 


Edmund D . Mason 
James E . Milnes- 
Frank L. Price 
Alex Rosen 
Jo Gordon Shankjin 
William C . Sullivan 


Job 


In accordance with existing requirements, these ratings are 
transmitted for final approval by the Efficiency Awards Committee of the 
Department. I would appreciate it if you would promptly advise me when 
these ratings have been approved, in order that they can be considered 
official. To facilitate such processing, my signature on the ratings will 
also serve as approval in my capacity as a member of the Efficiency 
Awards Committee. 


Enclosures (19) 



VJ t i l '■ 



RRBrcrt 

(23) 


Copies prepared and attached for personnel files of the above. 


•m be filled in by reviewing official to be filled in by operator 


FD 289 



PAST SAFE D! 




VING RECORD 


A™™ 


Name pt Operator (Print - Last, First, Middle Initial) 
. YGALE. JAMES H. . 

Date 

5/11/62 

Division And Section Assigned 
FBI ■, Chicago 

Position Title 

Special Agent in Charge 

This is to certify that i presently j£_ hold do not hold a valid motor 

vehicle operator’s permit or driver's license. 

' \ 

Permit Issed By: 

State of Illinois 

Permit Number 

G400-448 2-1276 

Permit Expires 
9/28/64 

This is an Unrestricted (®aact£Ki5Xt«d) : 

Permit* (If Restricted, Explain Below; 


(Strike Out One) 


This further certifies that during the past three years, I have driven a 
motor vehicle (Government or personally owned) approximately 0 > QOQm iles « 
Daring this time (A) I have x have not received a traffic violation ticket; 
(B) I have X have not been held at fault* as the driver of a motor 
vehicle involved in a traffic accident. If affirmative answer, please 
explain in adjacent space giving number and dates of offenses. 


I* "At Fault" means any 
is conceded by employee 
or liability is fixed to; 


_ in which responsibility 
or his insurance company 
duly constituted authority 




Position Title 

Date 

| GALE, JAMES H-. 

. .SAC 

5/11/62 

lime Personnel File ®£ this employee has been reviewed -and reflects 

the 


following information concerning the operation of a motor vehicle on 
off icial. business during the past three years : 


X Continuous Safe Driving Record 

Involved In Traffic Accident and Found at Eau-lt** 
I Certify That This Employe© Is: 


X Qualified ©n The Basis of His Safe Driving Record .To Operate 
Motor Vehicles ©a Official Business. 

Not Qualified And Must Demonstrate His Qualifications By 
Satisfactorily Passing A Road Test Examination Before Operating 
A Motor Vehicle On Official Business. 

Remarks s 


3 



"At 

has 


taken dlscit 
the empj 


case in which the Burea 
administrative action 







ture of Reviewing 
Official) 


L 











0 


Note: 


• # 


NARRATIVE COMMENTS 


The regulations require that OUTSTANDING ratings be supported by a statement in writing setting forth IN DETAIL the performance IN EVERY 
ASPECT and the REASONS for considering each worthy of SPECIAL COMMENDATION. 

UNSATISFACTORY ratings must be supported by a statement in writing stating (1) WHEREIN the performance is unsatisfactory, (2) the facts of 
the (90 day) PRIOR WARNING, and (3) the efforts made AFTER THE' WARNING TO 'HELP the employee bring his performance up to a 
satisfactory level. 


\ 




JAMES H. GALE 

SPECIAL AGENT IN CHARGE 

CHICAGO OFFICE 

ENTERED ON DUTY JUNE 21, 1943 


During the annual performance rating period from 
April 1, 1961, through March 31, 1962, Mr. Gale has been 
assigned as Special Agent in Charge of the Chicago Office and 
in view of the exceptional manner in which he has administered 
and directed the activities of this office he is deserving of an 
Outstanding performance rating. 

The Chicago Office, from the standpoint of size as 
well as statistical accomplishments, is one of our most impor- 
tant divisions . Under the most capable leadership of Mr . Gale 
this territory has been exploited to the fullest extent, particularly 
with regard to criminal activities and organized crime. In 
addition, Mr. Gale has directed a most penetrative approach to 
matters regarding security, espionage and counterintelligence . 
Mr. Gale has had a wealth of experience in supervisory and 
administrative positions and his rapid progress through the 
ranks of the Bureau is attributed to his exceptional ability, 
unusual drive and devotion to duty. 

Mr . Gale has a tremendous capacity for work and 
approaches all of his assignments with enthusiasm and deter- 
mination. These traits, together with his intense loyalty to the 
Bureau, mark him as a genuinely dependable and trustworthy 
executive. He has consistently demonstrated great resource- 
fulness and ingenuity in evaluating the many problems inherent 
in his responsibilities and has shown the ability to quickly arrive 
at proper conclusions. Mr. Gale meets the highest qualifications 
of the Bureau in personal appearance and meticulous attire which 
together with his congenial personality, remarkable initiative and 
outstanding planning ability combine to characterize him as a 
splendid Bureau representative . 







One of the high lights of Mr. Gale’s accomplishments 
during the past year was his direction of the investigation of the 
Murder case involving John A . Kilpatrick, a labor union official 
in Chicago. Despite the fact that this case had already been investi- 
gated by the Chicago police without developing any logical suspects, 
Mr . Gale and his associates, displaying extraordinary investigative 
know-how, brought the matter to a quick and successful conclusion 
in a manner which has greatly enhanced the prestige of the Bureau. 

A number of commendations have also been directed to Mr . Gale, 
personally and to his office, for unusual success in the handling of 
such criminal violations as Bank Robbery, Interstate Transportation 
of Stolen Property, Fugitives and National Bankruptcy Act. 

The consistently dedicated efforts of Mr . Gale throughout 
his career and particularly his determination to enhance the stature 
of the Bureau have paid off with concrete results in the Chicago 
Division during the past year and certainly merit for him this 
Outstanding performance rating. 


April 25, 1962 
PERSONAL 


(! 

\ 

Mr. James H. Gale 

Federal Bureau of Investigation 

Chicago, Illinois 


Dear Mr. Gale: 


It is my pleasure to advise that your services 
for the period from April 1, 1961, to March 31, 1962, have 
merited an Outstanding performance rating, which has been 
approved by the Efficiency Awards Committee of the Depart- 
ment. Enclosed is a copy of this rating, which you may 
retain. 



Tolson 

Belmont _ 

Mohr 

Callanan . 

Conrad 

DeLoach - 
Evans 


Malone _ 
Rosen — 
Sullivan 
Tavel — 


Trotter 

Tele. Room . 

Holmes 

aandy 


hi recognition of your outstanding performance 
I am pleased to advise of my approval of an incentive award 
for you in the amount of $400.00. There is enclosed a check 
in the amount of $328.00 which represents this award less 
withholding tax. 1 deeply appreciate the superior and devoted 
fashion in which you have discharged your many heavy 
responsibilities. 

Ahvi-'-i .1'r'r.i j 

» ' 1 -r 


8EC-W& 


Sincerely yours, 
J. Edgar (it 


.3 



■ioover 


V 


W is 


*> 


J 1 - Missl 

Of LRWitoh — 
VEGMrUM #8&8U62 
' (4) 


j^Sent Direct) 
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May 15, 1962 


Mr. James EL Gale 
Federal Bureau of Investigation 
Chicago, Illinois 


Boar Mr. Cale: 



3r 
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I am pleased to commend, through you, the 
agents in the Chicago Division who participated in such an 
excellent fashion in the apprehensions of [ 


Bank Kobbery cases. 


] 


three subjects of two 



These apprehefasions were carried out in a highly 
capable manner and these men certainly played important 
roles in the success achieved. They displayed exemplary 
thoroughness, enthusiasm and resourcefulness in discharg- 
ing their individual assignments and I want you to convey to 

all my sincere appreciation. — 

fiEC*»4u 


\ u<; . 

Sincerely ypur&, • 

3. Edgar Hoover . , . 

Place^ a ’ copy 0 of °t{ns %?£er personnel who 

participated in this matter hut were not individually, 
recognized 


.3G?j 


1 1 - Miss 
CMT:bjb€% 
(9) 
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Sent Direct) 
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ene J. DuMaine 
Thomas J. Green 


■dfc 


L I TELETYPE UNIT I fZ 

'ies prep ar ed and attached for fil 
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May 24, 1C02 


. i 


hir, James II. Gale 
Federal Bureau of Investigation 
. Chicago, Illinois 


Bear Mr. Gale: 

1 am especially pleased to commend you 
and, through you, the personnel o i the Chicago Cffice 
w ho participated in the investigation and apprehension 
of | | subject of an Unlawful Flight to Avoid 

Prosecution-Liurder case. 


m 

DO g 
H 35 

k 

o 

o 


no 

C 7 \ 

3a» 


‘TO 

NJ 


■b6 


These men carried out their assignments 
with the utmost skill, thoroughness and resourceful- 
ness auu they contributed materially to the success 
achieved in the apprehension of this dangerous and 
badly wanted fugitive. Your cn~the~sceae direction 
of the apprehension was indeed noteworthy and you 
should be very proud of your performance. I want 

all of you to know of my appreciation. ~ . 

\vec-vd3 ?■-. < 
Sincerely yours, ‘ ■ 




J. Edgar Hoover 

1 - SAC, Chicago (Personal Attention) 1 

Based on information submitted. Bureau has concluded 
^that individual letters of commendation are not warranted. 
Place a copy of this letter in files of participating personnel 
with the exception of SA Robert L. Baker who is receiving 
an incentive award. 


1 - Miss 


Bent Direct) 


r 
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Copies prepared and attached for files of: OVER. 




y 


i’.-iay 23, 1062 




Mr. James H. Gale 
Federal Bureau of Investigation 
' Chicago, Illinois 


CD & 


> ! C3 


Dear Mr. Gale: 

It is a pleasure to commend, through you, 
the agents of the Chicago Office who participated in 
the investigation and apprehension of] and 

others, subjects of a Theft from Interstate Shipment 
case. 

These men contributed materially to the 
success achieved through the highly skillful, alert and 
discreet fashion in which they carried out their indi- 
vidual assignments. The prestige of the Bureau has 
been enhanced by the results realized in this case and 
I want you to convey my sincere thanks to all for a job _ 

well done. 3 f«r~- 

Sincerely yours, , 

j r '> i ' . 

J * Edgar Hoover - 

1 - SAC, Chicago (Personal Attention) 

Place a copy of this letter in files of participating agents with 
/ exception of SA Raymond J. Driscoll who is being individually 
; cominended. 


IV Mis 


AFH * 
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Sent Direct) 
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candard Form 88 

(Rev. June 1956) 

* Bureau of the Budget 

* Circular A-32 (Rev.) 


OF MEDICAL EXAMINATION 


1. LAST NAME-FIRST NAME— MIDDLE NAME 

GALE, JAMES HENRY 

4. HOME ADDRESS (Xumber* street or RFD, city or town , zone and State ) 

701 East Shabonee Trail, Mt. Prospect, 

111 . 


Male ' ^ 

12. DATE OF BIRTH 

9/2S/21 


9. TOTAL YEARS GOVERNMENT SERVICE 


Y.’hite 


13. PUCE OF BIRTH 


Cleveland, Ohio 


2. GRADE AND COMPONENT OR POSITION 

SAC, GS-17 

5. PURPOSE OF EXAMINATION 

Annual 


3. IDENTIFICATION NO. 


6. DATE OF EXAMINATION 


11. ORGANIZATION UNIT 


Chicago Division 


15. EXAMINING FACILITY OR EXAMINER. AND ADDRESS 

Armed Forces Examining Service, 615 Y. 7 es 

Von C+- PVi-i TIT 7 


17. RATING OR SPECIALTY 


14. NAME, RELATIONSHIP. AND A 

Mrs . | 

16. OTHER INFORMATION 

it 

TIME IN THIS CAPACITY (Total) 


same as 
above 


LAST SIX MONTHS 


CLINICAL EVALUATION 

(Check each item in appropriate col- IABNOR* 
umn; enter If not evaluated .) MAL 

18. HEAD. FACE. NECK AND SCALP 


NOTES. (Describe every abnormality in detail. Enter pertinent item number before each 
comment . Continue in item 73 and use additional sheets if necessary .) 


21. MOUTH AND THROAT 

22 FAR*?— RFNFRAl (*n(. A ext. canals (Auditory 
CL. EAK5 GENERAL 1|n<fef iUms 70 and 7n 

23. DRUMS (Perforation) 

7A cvcc rFHFPftt tVYsuat acuity and refraction 

EYES GENERAL 59t 60 and G7) 

25. OPHTHALMOSCOPIC 

26. PUPILS (Equality and reaction) 

' 27. OCULAR MOTILITY <*£*!£"$* 

28. LUNGS AND CHEST (Include breasts) 

29. HEART ( Thrust , she, rhythm, sounds) 

30. VASCUUR SYSTEM (Varicosities, etc.) 

31. ABDOMEN AND viscera (Include hernia) 

32. ANUS AND RECTUM 

33. ENDOCRINE SYSTEM 

34. G-U SYSTEM 

35. UPPER EXTREMITIES rangc of 


37. LOWER EXTREMITIES 

38. SPINE. OTHER MUSCULOSKELETAL 

39. IDENTIFYING BODY MARKS, SCARS. TATTOOS 

40. SKIN. LYMPHATICS 

41. NEUROLOGIC {Uqui librium tests under item 72 } 

42. PSYCHIATRIC (Specify any personality deviation) 


7 *>•-* 




yi 




43. PELVIC (Females only) (Check how done ) 

□ VAGINAL □ RECTAL 

44. DENTAL (Place appropriate symbols above or below number of upper and lower teeth , respectively.) 






(Continue in item 73 ) 1 


o— Restorable teeth 
(—Nonrejtoratlc teeth 


<!<(<< 


X~ Missing teeth 
XXX— Replaced by dentures 




45. URINALYSIS: A. SPECIFIC GRAVITY 


(0 X 8) — Fixed bridge, brackets to 
include abutments 

fr t i «. j 


REMARKS AND ADDITIONAL DENTAL 
DEFECTS AND DISEASES 


.'T&EL3 


LABORATORY FINDINGS 


D. MICROSCOPIC 


ACCEPTABLE* APES, CHICAGO 
DATE: £ 5 HAY IVb't 


"UEHCftUUV (Sptcthl teslusetlknd result) 48. EKG . 

CABDIOlIPIN J 

BOH-P” ■? 'B_| /jp. 


* V 49. BLOOD TYPE AND RH 50. OTHi 

^ Y FACT0R 

1 , ,-.y •> 1 y vk^k 

V. T' v v.iu* ' 


55. BUILD: , 56. TEMPERATURE 

□ SLENDER WLmEDIUM □ HEAVY □ OBESE < . ? / 




“7^7 

58. V 

— — ] < — - — — : 

PULSE (Arm at heart level) 

c. 

SYS./JZ 

A. SITTING 

B. AFTER EXERCISE 

C. 2 MIN. AFTER D. RECUMBENT E. AFTER STANDING 

STANDING 
(S min.) 

DIAS. 

/ 


_ Z 


CORR. TO 20 / 
CORR. TO 20/ 


62. HETEROPHORIA (Specify distance) ^ 


61. NEAR VISION 


J— CORR. TO BY 

J— ^ CORR. TO BY~ 


\cxfy distance) £ 

EX° ^ A-W R - H Q 


63. ACCOMMODATION 

RIGHT LEFT /A / 

66. FIELD OF VISION 


64. COLOR VISION (Test used and result) 

1GHIHARA 1T0BMAB 


67. NIGHT VISION (Test used and score ) 


PRISM CONV. 

CT 

65. DEPTH PERCEPTION 

(Test used and score ) 


68. RED LENS TEST 


RIGHT WV / /* 5 sv /S /15 

LEFT WV / ' ' /I5 SV /j^ /IS ?-| GHT _ 

~ LEFT 

73. NOTES (Continued) AND SIGNIFICANT OR INTERVAL HISTORY 


71. 



AUDIOMETER 


— I 



250 

sse 

500 

SIX 

1000 

ion 

2000 

£048 

3000 

£89G 

4000 

4098 

6000 

8144 

6000 

819S 

RIGHT 









LEFT 










OPTION UNCORRECTED 

and score ) 

CORRECTED 


PEST 69. INTRAOCULAR TENSION 

HOBMAL 


72. PSYCHOLOGICAL AND PSYCHOMOTOR 
(Tests used and score) 


( Use additional sheets if necessary) 


74 SUMMARY OF DEFECTS AND DIAGNOSES (List diagnoses with item numbers) 


75. RECOMMENDATIONS— FURTHER SPECIALIST EXAMINATIONS INDICATED (Specify) 

77. EXAMINEE (Check) 

A. !&1s QUALIFIED FOR 

B. □ IS NOT QUALIFIED FOR 


78. IF NOT QUALIFIED. LIST DISQUALIFYING DEFECTS BY ITEM NUMBER 


A. PHYSICAL PROFILE 


80. TYPED OR PRINTED NAME OF PHYSICIAN 


81. TYPED OR PRINTED NAME OF DENTIST OR PHYSICIAN (Indicate which) 


82. TYPED OR PRINTED NAME Of REVIEWING OFFICER OR APPROVING AUTHORITY 


H 



1 T" 


B. PHYSICAL CATEGORY 



NUMBER OF AT- 
TACHED SHEETS 


u!5nT0VERNMENT PRINTING OFFICE : 1560 -0-540014 

















JBtanrtard Form 89» 
(Ilov. Aug. 1050) 
Promulgated by 
Bureau oy toe Budqc? 

| Ciugular A- 24 *" 


THIS INFORMATION IS FOR OFFICIAL USE ONLY AND WILL MOT BE RELEASED TO UNAUTHORIZED PERSONS 


2. GRADE AND COMPONENT OR POSITION 



$ L LAST NAME— FIRST NAME— MIDDLE NAME 

GALE, JAMES HENRY 


«. HOME ADDRESS (Number, tired or RPD, city or town, zone on i Stale) 5. PURPOSE OF EXAMINATION 

701 East Shabonee Trail, Mt. Prospect, Animal 


SAC, GS-17 


3. IDENTIFICATION NO. 


6. DATE OF EXAMINATION 


TO ENT, AGENCY, OR. SERVICE 


FBI 


M. NAME, RELATIC 

Mrs. 


White 


12. DATE OF BIRTH I 13. PLACE OF BIRTH U. NAME, RELATICf 

9/ 28/21 I Cleveland, Ohio Mrs. 

55- examining facility or examiner, and address j 16. oTh£& lNF<3flMATi6N 

Armed Forces Examining Service. 61£ 

Jeat Van Bu ren St.-. Chi cago, 111. 1 

57. STATEMENT OF EXAMINEE'S PRESENT HEALTH IN OWN WORDS, (Follow by description of past history, if complaint exists) 



same as above 


18. FAMILY HISTORY 


19. HAS ANY BLOOD RELATION ( Parent , brother , sister, other) 
OR HUSBAND OR WIFF-* 


{Check each item) 


RELATION (S) 



QUANTITY: LH f’CWAL Dfjccissive I~Tsca;ity 


25. ARE YOU (C2iock one) 

tQjWSafHAKDEO Q LEfT-HAUDED 


L* 4-- - 















































I CERTIFY THAT I HAVE REVIEWED THE FOREGOING INFORMATION SUPPLIED BY ME AND THAT IT IS TRUE AND COMPLETE TO THE BEST OF MY KNOWLEDGE. 

I AUTHORIZE ANY OF THE DOCTORS. HOSPITALS. OR CLINICS MENTIONED ABOVE TO FURNISH THE GOVERNMENT A COMPLETE TRANSCRIPT OF MY MEDICAL RECORD FOR PURPOSES 
OF PROCESSING MY APPLICATION FOR THIS EMPLOYMENT OR SERVICE. >7 

^YPED OR PRINTED NAME OF EXAMINEE SIGNATURE T ' ' 

JAMES H. GALE 


-PHYSICIAN'S SUMMARY and ELABORATION OF all PERTINENT DATA ( Physician shall comment on aVTvojifm answers m items W thru $9) 


> • 

/ orn glasses ; _W years - Last Refraction^ 






NUMBER OF ATTACHED 


SHEETS 



S. COVERMMENT PRIHTIMC OFFICE 
















4 * ## 


Attachment to Standard Form 88, Report of Medical Examination 
For Information and Guidance of Medical Examiner 


Name of Examinee 

(Type or print) 


GALE, 


Last 


-JAMES 


First 


-HEKRY- 


Middle 


The following portions of the attached examination report form need not be completed: 


2 

3 

4 
9 

11 

14 

17 


62 

65 

67 

68 
69 
72 
76 


46. -Is necessary unless facilities for affording same are not readily available. 

48. Not required unless examinee is over 35 years of age or examination indicates such is 
desirable. 

49. Is necessary unless facilities for affording same are not readily available. 

71. Audiometer examinations should be afforded whenever possible. 


For All Examinees, Whether Clerical or Special Agent Applicants or Employees: 

The medical examiner should answer the following question: 

Examinee t^is cm is not qualified for strenuous physical exertion. 


To be Answered in the Case of All Male Employees and Male Applicants: 

1. Does examinee have any defects restricting or prohibiting his participation in defensive 
tactics and dangerous assignments which might entail the practical use of firearms? 


I^No 


□ Yes If "yes" please specify defects. 


2. Dops examinee have any defects prohibiting safe operation of motor vehicles? 
4ZU No □ Yes If "yes" please specify defects. — 


If examine e ha s defectr/e/vision, should he wear corrective glasses while operating a motor 
vehicle? dlYes }ZLJ No 





L/i ‘4 O. 


;LQSUF 




Desirable Weight Ranges for Males 


Height 


5' 8" 


5' 9" 


5' 10" 


II Frame 



128 - 137 


L32 - 141 


136 - 146 


140 - 150 


144 - 154 


148 - 158 


152 - 163 


156 - 167 


160 - 171 


Medium Frame 


123 - 135 



134 - 148 


138 - 152 


142 - 156 


146 - 161 


150 - 166 


154 - 17 1 


158 - 176 


163 - 181 


168 - 186 


3. Examinee's frame is □ small 


G^medium 


I I large 


Large Frame 


131 - 148 


120 - 129 

126 - 1.39 

134 - 152 

124 - 133 

130 - 143 

138 - 157 


143 - 162 


147 - 166 


151 - 170 


155 - 175 


160 - 180 


164 - 185 


169 - 190 


174 - 195 


178 - 200 


4. Considering above weight tabl e, /th e examinee's frame, and other individual physical characteristics, 

I consider his present weight GO Satisfactory dHExcessive (ZU Deficient 

5. Under proper medical supervision, examinee should a lose pounds 

CD gain pounds 

Remarks: 



(Date) 


1 0 


x 




























































